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Send for free literature on our 


FIVE TYPES 
OF PORCELAIN JACKETS 


(1) CONVENTIONAL TYPE porcelain jac- 
ket. We recommend this type por- 
celain jackets as a fine all-around dental 
restoration. 


(2) VACUUM FIRED 2500°F. porcelain 
jacket. We recommend the Schneider 
vacuum fired porcelain jacket for your 
most discriminating patients — those 
that want and can afford the best. 


PLATINUM PLATE lingual surface por- 
celain jacket. This new "ARMORED" 
porcelain jacket of ours should be used 
where the lingual porcelain will be thin 
or where the bite is extra heavy. 

PLATINUM REINFORCED porcelain 
jacket. A cap or framework of PLAT- 


INUM with the porcelain baked unto 
it. 


DOUBLE STRENGTH porcelain jacket. 
This is a combination of the platinum 
lingual and platinum reinforced por- 
celain jackets. 


M. W. SCHNEIDER 
DENTAL LABORATORY 
27 East Monroe, Chicago 3, Illinois 

















Have you considered 
the Illinois State Dental Society’s 


Approved Group Insurance Plans?? 


(1) The Disability Plan provides an income in the event of 
disability caused by sickness or accident. 


(2) Also available is the Group Hospitalization Plan for 


you and your dependents—the benefits available are out- 
standing. 


Both Plans provide a substantial saving in premiums. 


Inquire today—please write or telephone 


PARKER, ALESHIRE & COMPANY 


Established 1901 


175 West Jackson Bivd. Chicago 4, Illinois 
Telephone WAbash 2-1011 


Administrators of Special Group Plans for 
Professional Organizations 
General Insurance—Life, Fire, Automobile, 


all Casualty Lines. 
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_ every dimensional re- 
quirement. This means, 
of course, that these outstanding appli- 
ances provide accuracy in definitive de- 
gree; they fit on delivery, and your pa- 
tients do not have to sit and wait for 
grinding adjustments and repolishing. 
They are milled to occlusion, comforta- 
ble to wear, function efficiently. But this is 
not all...they are designed and cast with 
minimum weight and volume. Clasps, 
bars and saddles are thin, yet strong; they 








displace the least possible oral area, 
provide more normal mouth feeling, as- 
sure maximum tongue room. The whole 
objective is to assist you in restoring 
mouths insofar as humanly possible to 
their natural appearance, sensitiveness 
and use. For complete satisfaction have 
your next restoration processed by your 
preferred laboratory with Nobilium met- 
al, materials and facilities. 


NOBILIUM PRODUCTS, INC. 


Chicago 
NOBILIUM of MIAMI, Miami 


NOBILIUM PRODUCTS of CANADA, LTD. 


Toronto 


Philadelphia 


Los Angeles 
NOBILIUM of TEXAS, Houston 


NOBILIUM of EUROPE 
A. B. Stockhoim 


Export Department of Nobilium Products, Inc. 
2255 Broadway, New York 24, N.Y. 














BLACK & WHITE PROOF 


OF SAVINGS ON DENTAL FILM 


DuPont D1 (150 Film Packets) 


SAVE 2 


Reg. Price You Pay 


$6.75 per box $5.00 per box 


* Minimum Order — 3 Boxes 


* Immediate Delivery 
* Dated 15 Months in Advance 


* Money Back Guarantee 





DENTAL FILM COMPANY OF MICHIGAN | 
424 Book Building, Detroit 26, Michigan 


Please rush 3 boxes DuPont D1 to: 








City Zone______ State 
Enclosed Check for $15.25 includes Postage and Handling 
| NOTE: Michigan Orders Add 3% Sales Tax 








| Name | 
| Address 
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Tu Wlinois you can secure 


MICROMOLD TEETH 


ANNEX DENTAL LABORATORY 
25 E. Washington Street — Chicago, Illinois 
ASSOCIATED DENTAL LABORATORIES, INC. 
404 S. Sixth Street — Springfield, Illinois 
AUSTIN PROSTHETIC LABORATORY 
5944 W. Madison Street — Chicago, Illinois 
BERRY-KOFRON DENTAL LABORATORY 
409 N. Eleventh Street — St. Louis, Missouri 
L. B. CRUSE DENTAL LABORATORY 
1070 Citizens Building — Decatur, Illinois 
FREIN DENTAL LABORATORY 
3531 Lindell Boulevard — St. Louis, Missouri 
HOOTMAN DENTAL LABORATORY 
Rockford Trust Building — Rockford, Illinois 
JOSEPH E. KENNEDY COMPANY 
8220 S. Western Avenue — Chicago, Illinois 
KRAUS DENTAL LABORATORY 
Jefferson Building — Peoria, Illinois 
RAY R. LAWRENCE DENTAL LABORATORY 
36/2 N. Vermilion Street — Danville, Illinois 
OTTAWA DENTAL LABORATORY 
817 Columbus Street — Ottawa, Illinois 
SATISFACTION DENTAL LABORATORIES 
112 E. Highland Avenue — Elgin, Illinois 
L. A. SCHMITT DENTAL LABORATORY 
824 Maine Street — Quincy, Illinois 
STANDARD DENTAL LABORATORIES, INC. 
225 N. Wabash Avenue — Chicago, Illinois 
H. SWIGARD DENTAL LABORATORY 
Graham Building — Aurora, Illinois 
UPTOWN DENTAL LABORATORY 
4753 N. Broadway — Chicago, Illinois 





( 


¥ 
i 


C 





137 








<o% Advanced laboratory facilities, developing 
a neu concept of DENTIST-LABORATORY RELATIONS 


bate Truly opening a moKre enlightened evra of 


PROSTHETIC CO-OPERATION 








viz., 


Every PERMADENT case a Getter PRACTICE BUILDER 
when jrrocessed in our new, modern laboratory. 
Gine your patients the strength, beauty and heatth 
of ALL-PORCELAIN surfaces taked directly foa special platinum alloy. 


ASK A KENNEDY SERVICE MAN TO CALL AT YOUR OFFICE 
Phone GRovehill 6-5900 


Out-of-town dentists: Please inquire about Kennedy 


First-Class Mail Service. You can depend upon it. 


JOSEPH E. Rennedy CO., 8220 S. WESTERN AVE., CHICAGO 20, ILLINOIS 


NEW FACILITIES FOR CHAIRTIME CONSERVATION 
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MICHAEL DE ROSE 


Councilman, Chicago District 





Born in Cosenza, Italy, and raised in Wisconsin, . r. Michael 
DeRose received his predental preparation at DePaul Univer- 
sity, Chicago, and graduated from Loyola University School of 
Dentistry in 1926; he then took postgraduate courses at the Uni- 
versity of Michigan. 

Dr. DeRose has been president of the Arcolian Dental Arts 
Society and West Side Branch of the Chicago Dental Society; 
held various chairmanships on C.D.S. committees; been a dele- 
gate to the A.D.A.’s House of Delegates; and has been a coun- 
cilman of the Illinois State Dental Society since 1955. He also is 
a diplomate of the American Board of Periodontology. 

Dr. DeRose is a member of the Federation Dentaire Interna- 
tionale, American Academy of Periodontology, Xi Psi Phi, U. S. 
Power Squadron (navigation), Kenosha Yacht Club, and the 
Masons. 

During World War II he was an examining dentist for the 
Selective Service System. He has also presented many clinics on 
periodontia, to which he mainly limits his practice. 














to be voted on 
at annual business session 


At this time there is no need to go 
into the particulars of the illegal lab- 
oratory business as it is being practiced 
in Illinois. Probably all of our mem- 
bers know that the Chicago Dental So- 
ciety has won its law suit against one 
large group of these illegal operators 
and that they now are under injunc- 
tion. Our next job is to see that the 
injunction is enforced and that these 
laboratories are closed. Also, the fight 
against all illegal operators must be 
continued. The February 1957 ILLiNots 
DENTAL JOURNAL contained an editori- 
al with some details about the whole 
situation. 

Through the past years the fight 
against these illegal laboratories has 
cost the Chicago Dental Society a tre- 
mendous amount of money; it has also 
cost the State Society money. Recently 
the State Society gave Chicago finan- 
cial aid, and it is pledged to give more 
in the future. The pinch is that money 
from dues alone, as they are now, is not 
enough to take care of all this; neither 
Chicago nor Illinois should dip heav- 
ily into financial reserves for a thing 
of this sort. Further, the officers of both 
the Chicago Society and the State So- 
ciety think it best not to raise the dues 
to secure the necessary money. This 
leaves only one alternative, an assess- 
ment. 

The State Society Constitution and 
Bylaws neither provides for nor pro- 
hibits such an assessment. So it has 


been proposed by the Executive Coun- 
cil of the Illinois State Dental Society, 
with the approbation of the Chicago 
Dental Society, to amend the Bylaws 
of the State Society to make it possible 





Amendments to Bylaws 


to have an assessment. The proposed 
change will specify that the assessment 
be for a certain purpose, but it will not 
name any certain amount. The pro- 
posed amendments to be presented at 
the next annual meeting of the State 
Society in May are as follows: 


RESOLVED that Sections 1 and 4 of Ar- 
ticle VIII of the Bylaws be amended 
to read as follows: 


ARTICLE VIII 
Membership 


Section 1. Active members. The 
Component Society Secretary shall send 
the membership cards, dues, and as- 
sessments of the individual members to 
the State Secretary as they are received, 
and when those dues and assessments 
are credited on the State Secretary’s 
records, the membership of the indi- 
vidual member is established for the 
current year. Any member whose dues 
and assessments are unpaid is not in 
good standing. 

Section 4. Members delinquent in 
dues and assessments, and who for this 
reason alone have been suspended, may 
be reinstated to membership by the 
payment of the dues for the current 
year plus any assessments during the 
lapse of membership and the reinstate- 
ment fee of four dollars, said reinstate- 
ment fee to be divided equally between 
this Society and the Component Society 
involved. 

All applicants for reinstatement shall 
be subject to investigation for eligibil- 
ity by the proper committee of the 
Component Society. 
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ReEsoOLvepD that the title and Section | 
of Article IX of the Bylaws be 
amended to read as follows: 


ArTICLE IX 
Dues 


Section 1. The annual dues shall be 
fifteen dollars per member plus what- 
ever amount may be designated from 
time to time as the annual dues in the 
American Dental Association. Jn ad- 
dition to the annual dues, the mem- 
bership, at the annual meeting, may 
assess for specific purposes and fix the 
date beginning with January 1, 1958 
when any assessment shall be paid. All 
dues and assessments are payable to the 
Secretary of each Component Society 
who shall forward same to the Secre- 
tary of this Society. This shall include 
the annual subscription to the ILLINoIs 
DENTAL JOURNAL and the annual dues 
in the American Dental Association. 





If these amendments to the Bylaws 
are passed, then the following resolu- 
tion will be presented and voted on at 
the same general session, May 1957: 


WHEREAS, in order to protect the people 
of Illinois and to keep up the stand- 
ards of dental practice, it has become 
necessary to prosecute those prac- 
ticing dentistry illegally, and 


Wuereas, this procedure has cost, and 
will in the future cost, money not 
available to this Society in the or- 
dinary way of financing by annual 
dues, 


‘THEREFORE, BE It RESOLVED, that an 
assessment of $10.00, payable Jan- 
uary 1, 1958, be levied. The sum so 
raised is to be placed in a special 
fund to be used for all law enforce- 
ment and legislative planning. 

e e e@ 





An invitation is extended to all component society officers, editors, and Prosthetic 
Dental Service Committee members to attend the 


Joint Policy Committee Panel Workshop 


Thursday, April 4, 1957, 9:00 a.m. 


Peoria, Illinois 


Speakers and topics of discussion will be: 


Dr. Wayne L. Fisher 

Dr. Walter E. Dundon 

Mr. Edward B. Grimes 
\ Dr. G. Herbert Fitz 
Mr. Joseph E. Kennedy 


Pere Marquette Hotel 
La Salle Room 


Panel Moderator 

Why Are We Here? 

Why a Policy Committee? 
Why an Acceditation Program? 


What Are the Mechanics of the Proposed Accreditation Program? 


Mr. Harold E. Wilson 


What Are the Benefits to Craft and Profession? 


Dr. Joseph T. Brophy 
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Where Do We Go from Here? 

















That 
Meeting's 
Coming! 


Our Pleasure—Please Come to Peoria! 


It is a pleasure for the Peoria District Dental Society again to act as host for 
the Annual Meeting of the Illinois State Dental Society—May 13, 14, and 15. 
We feel we have a program to offer that is of outstanding interest and value to 
every dentist in general practice. 

Because of the unusual interest in last year’s three-day program, we suggest 
you make your hotel reservations as early as possible. A convenient coupon for 
this is enclosed in this issue of the JOURNAL. 

Sports Day will be Monday, May 13. It will include a golf tournament at the 
Mt. Hawley Country Club, a Bowling Tournament at the Peoria Bowl, and 
the Annual Sports Dinner in the evening. This last event will be held smorgas- 
bord style, for which the Pere Marquette is so justly famous. 

Commercial and scientific exhibits will be, as usual, in the Lounge and La- 
Salle rooms, with special emphasis on high speed equipment and other equipment 
in keeping with the theme of the seminar. 

Entertainment for the ladies is in the hands of the Peoria Ladies Auxiliary, 
and their report is in this pre-program bulletin. Also, a room for the ladies will 
be available throughout the meeting. 

The President’s Banquet will be of the cabaret type this year with a master of 
ceremonies, an orchestra, singers from the St. Louis Municipal Opera Company, 
dancers, and dancing afterwards if you wish. No speeches, no business, no sol- 
emnity! Just an entire evening of wonderful fun. 

All this and more has been planned for your profit and pleasure by the Local 
Arrangements Committee: Cliff Becherer, Mark Baldwin, Jack Callahan, Moe 
Carlson, Jack Clarno, Mal Elson, Bob Frost, Mac McEwen, Sid Neuwirth, Cooch 
Paesani, and June Carlson. 

If you haven't already done so, scratch that appointment book now and can- 
cel any appointments you’ve made. We’re expecting you in Peoria May 13, May 
14, May 15! 

KEN EDMONSON, Chairman 
Local Arrangements Committee 





No Business but Seminar Business! 


As an Illinois dentist, fellow practitioner, you have no business on May 13-15, 
but seminar business in Peoria. 

Cancel out that appointment book. Call up the baby sitter or ask Mom and 
Dad to do the honors. And send in that hotel reservation. 

This year we’ve planned for you a very special program, one which will help 
you perform an important phase of your daily work better and faster. Because 
you “asked for it,” we are presenting a seminar for general practitioners on: 


Operative Dentistry 
and its 


Direct Relation 
to 


Full Mouth Rehabilitation 


featuring two outstanding speakers from California—Dr. Morris J. Thompson 
and Dr. Henry Tanner. Dr. Saul Levy of the University of Illinois College of 
Dentistry will act as moderator. 

In addition, a number of the clinics and commercial exhibits have been 
planned so as to tie in with our seminar theme in a very practical and useful 
manner. 

A special manual for the seminar program will appear in the April JouRNAL. 

GEORGE VOGELEI, Chairman 
Program Committee 


Swing Dat Club—Tote Dat Ball! 


If you’re not within driving (short drive) distance of Peoria, better plan on 
checking into the Pere Marquette Sunday nite, cause Monday is going to be a 
busy day! 

Our golf outing is going to be held at the Mt. Hawley Country Club, consid- 
ered one of the finest courses in Central Illinois. And since there are still a few 
“evening off” of scores left over from two years ago, you'll want to hit the greens 
right after the morning seminar session. 

Bowling will be offered the keglers at the Peoria Bowl, Inc.—fine, modern al- 
leys located only three blocks from the Pere Marquette. 

Topping off the day will be a cocktail hour and the overwhelmingly popular 
buffet dinner at the Pere, where they find more things to put in a smorgasbord 
than you can ever remember. 

Entertainment will be provided at the dinner, and prizes will be awarded 
afterwards. 

Richard Bell, Bob Clark, and W. L. Kreft have completed all their prelimin- 
ary plans, and are waiting for you to come. Time and ticket prices for each 
event will appear in the April issue of the JOURNAL. 

Jack CALLAHAN, Chairman 
Sports Day Committee 
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Former Hungarian Minister to Speak! 


Dr. Nicholas Nyaradi, a leader of the anti- 
communist Small Farmers Party in post-war Hun- 
gary who served as under secretary of the treasury 
and later as minister of finance, will be the featured 
speaker at the Life and Fellow Members Luncheon 
on Tuesday, May 14. 

Author, doctor of law and _ political science, 
chairman of the department of economics at Brad- 
ley University, and now an American citizen, Dr. 
Nyaradi is uniquely qualified to speak on modern 
Hungary and what goes on behind the walls of 
tanks surrounding the country today. 

A special invitation to hear Dr. Nyaradi is 


“ i extended to all the ladies attending the annual 
Dr. Nicholas Nyaradi state meeting. 





Tuesday Morning, Dental Health Talks! 


A breakfast, sponsored by the Council on Dental Health, will be held in the 
Carrousel Room of the Pere Marquette Hotel, Tuesday, May 14, at 7:30 a.m. 

Mr. B. K. Richardson, senior administrative officer of the Illinois State De- 
partment of Public Health, will give a talk on “Dentists and Public Health.” 

A second speaker will be Dr. John Zur, who will be discharged in the near 
future from the U. S. Air Force Dental Corp and return to his position as dep- 
uty director of the dental division, Illinois Department of Public Health. 

CLIFTON B. CLARNO, Chairman 
Council on Dental Health 


And Don't Forget to Bring Your Wife! 


The Ladies Auxiliary of the Peoria District Dental Society has again planned 
a very interesting program for your wife, so be sure to bring her along to the 
meeting. 

On Monday evening there will be an informal coffee hour to enable her to 
meet and greet old and new friends. Tuesday, she will join you in attending the 
Life and Fellow Members Luncheon to hear Dr. Nicholas Nyaradi, former Min- 
ister of Finance in Hungary. And on Wednesday, a special luncheon has been 
planned for her at Peoria’s newest and most talked-about restaurant, Vonachen’s 
Junction; afterwards there will be a talk on interior decorating. 

Remember, we are expecting to see your wife in Peoria on May 13-15. 

June Carison, Chairman 
Peoria Ladies Auxiliary 
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Just Fill in the Blanks! 


Hotel reservations for the 93rd Annual Meeting of the Illinois State Dental 
Society to be held in Peoria, May 13, 14, and 15, are now being accepted. 


All reservations must be made through the Committee on Hotel Reservations by May |. 


To avoid disappointment, reservations should be made early. Whenever pos- 
sible, please make reservations for double occupancy and for the duration of 
the meeting. 


MarkK R. BALpwIn, Chairman 
Hotel Reservations Committee 


Hotel and Motel Rates 


blotel Pere Marquette ..............; single room ........:.....§ 5.00- 9.00 
(some rooms have air conditiong) re 7.50-11.00 
twin bedroom ............ 10.00-13.00 
Raat Ser aer es 13.00-17.00 
WIE ks cinncaG wis ah 8 ois 355s 20.00-32.50 
5. ae Ce eeeeer ire single room ..............$ 5.00- 7.00 
‘ double room ............. 7.00- 9.00 
twin bedroom ............ 10.00-13.00 
Downtown Motel (Fulton & Monroe) ..single room ............... S 6.00-7.00 
and Ferns Motel (705 Hamilton) CY COR ibid nda ees 8.50- 9.00 


Wi DEGPROOMS “is. ok. ss 10.00-11.00 





(please print) 
Mark R. Baldwin, Chairman 


Hotel Reservations Committee 
805 First National Bank Building 
Peoria, Illinois 


Please reserve these accommodations for me: 


[_] Single room [_] Double room [] Twin bedroom 
(_] Parlorette [] Suite 
WRG acetates hag ea VE ae ins 5 ee Te ae eee eee for the following 
(1st choice) (2nd choice) ‘ 
nights (give WEE Se ay Ce Sate oy ht by ee Si a eG BENS Se spate a bases 
ed UL EPEET ERO ETE eee | Se a Oe ie (a.m.-p.m.) 
TNE) Ail cpi idiro ke a # 5)-a3'ns nastiness kav REDE GA OTe SR WE EER Oe oe beck ivi 
Address 
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FIRST CLASS MAIL 


‘To the Editor of the ILLINoIs DENTAL JOURNAL 
and Members of the Illinois State Dental Society 


There is a great amount of literature 
received in our office which is glanced 
at and filed—in the waste basket. This 
would have happened to the recent let- 
ter from our Dental Society-Laboratory 
Association Policy Committee Report, 
if I had not heard how serious the 
matters being handled by this Com- 
mittee might become to me and to you. 

I am a down-state dentist, as many 
of you are, and we are not as conver- 
sant with the dangers involved here as 
some. I was not aware there are 470 
dental laboratories in Illinois. If you 
are like I am, you are doing business 
with two or three of that 470. 

Therefore, we are not as aware of 
the threat to our profession by non- 
ethical laboratories which cater to the 
public whether it be during normal 
business hours or at night. Realize also, 
please, that this threat is not only to 
our profession but to the public as 
well. We all know the damage that can 
result from appliances in contact with 
human tissue, which have not been 
prescribed in a professional manner. 
Please note the word “prescribed.” 

After reading the report my think- 
ing was “what can I do?” I thought of 
three steps I could take which would 
help. And writing this article is not 
one of them, as I am a poor author. 

First, I can be absolutely sure I am 
prescribing my appliances only to 
ethical laboratories, those whose doors 
are completely closed to the public 
and which are worthy of the name 
“professional laboratory,” not just 
“dental laboratory.” Under existing 
law the unethical lab has to have some 


of our business to stay open. I am go- 
ing to be sure I am not aiding any of 
these labs to present a legitimate front 
of the surface only. I know how to 
find out and I shall. 

Next, | think I can be more complete 
in letting my technician know just what 
I want and how I want it done. I real- 
ize many technicians are able to per- 
form the mechanical phase as well as 
I can. Yet I also am aware that they 
are not dealing with live and respon- 
sive tissue or with the personalities, 
likes, and dislikes of patients. And, if 
they are, I want to stopped, as they 
have not had the necessary education 
to understand the principles involved. 

I know the ethical technican wel- 
comes a complete written prescription 
for cases he is to handle. If he doesn’t 
agree, he should feel free to arrange 
for a meeting of minds. But, if he is 
going to do this sort of technical per- 
fection for the profession, then I should 
appreciate it enough to see that he is 
not hampered in any way by unethical 
laboratories. So I will pay more atten- 
tion to cooperation and quality than I 
will to saving perhaps ten per cent on 
cost of the appliance. It may cost me 
less, but if it isn’t what I want for my 
patient and does not meet the require- 
ments, it can cost me much more. Walk 
through your commercial laboratory 
tomorrow and read the “instructions 
from the dentist” from which the tech- 
nicians have to work, and you will see 
what I mean. 

In __ order 
laboratory 


for the 
to opera te 


professional 
in this man- 


(Continued on page 189) 
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PRESIDENT’S PAGE 


by Clifford F. Isenberger, D.D.S. 





Your Society in Action 


What? 93rd Annual Meeting 
When? May 13-14-15 
Where? Peoria, Pere Marquette Hotel 

Your Program Committee has assembled a SEM- 
INAR PROGRAM of OUTSTANDING QuUALITy. Dr. 
George Vogelei and his co-workers have been most 
fortunate in securing for you speakers with excel- 
lent, national reputations. Save the dates by mark- 
ing your appointment books now. 

The Clinic Committee, headed by Dr. William 
Curtis, is coordinating the clinics with the seminar. 
As a result every member of the Society should re- 
ceive from this great meeting a wealth of new 
knowledge and a renewed enthusiasm for “everyday” dentistry. 

* . * 

Due to the continuing problems of illegal dental laboratories, law enforcement, 
and legislative planning, the Executive Council (at its January meeting) de- 
cided to establish a special commission to study these needs. The commission is 
to be known as the Law Enforcement Study Commission. 

The duties of this commission will be to study the problem of law enforcement 
in the State of Illinois as related to illegal laboratories, recommend future pro- 
cedures, and make recommendations for the financing of our law enforcement 
and legislative planning program. The following men have been named to the 
commission: 

Dr. Joseph Brophy, Forest Park Dr. James Donelan, Springfield 





Dr. Eric Lindholm, Chicago Dr. Robert Pollock, Oak Park 
Dr. Frank Hurlstone, Chicago Consultants: Dr. Paul Clopper, 
Dr. Herman Wenger, Chicago Mr. Karl Richardson 
Dr. Frank Fehrenbacher, Joliet Mr. Edgar Stephens 


These men, and many more, give countless hours of time and energy to this work 
and the other work of your State Society. If the problems they are working on 
can be brought under control and started to a successful conclusion, we shall be 
very happy. Your whole-hearted support is respectfully solicited. 

« . * 

On April 3-4, a conference for the officers and editors of all the component 
societies is to be held in Peoria. A dinner for all participants will be held the 
evening of April 3; the conference proper will convene on April 4 at 9:00 a.m. 

An instructive and worthwhile program is being arranged by the committee in 
charge of the conference; this is the beginning of an attempt to reach the grass- 
roots of our membership. To succeed, the cooperation of every component in 
the State is needed. 
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Ad Interim Committee and Executive Council 
Minutes 


MINUTES OF THE AD INTERIM COMMITTEE 
JUNE 27, 1956 


The Ad Interim Committee con- 
vened at 10:00 a.m., June 27, 1956 at 
the LaSalle Hotel in Chicago, with Drs. 
Starshak, Pollock, Isenberger, and 
Clopper present. 

Motion carried that the Finance 
Committee, which was approved by the 
Executive Council in May, be a per- 
manent committee of the council. It 
shall consist of the president, president- 
elect, secretary, treasurer, and three 
council members. One councilman 
shall be appointed to serve a three 
year term, one for a two year term, and 
one for a one year term. The senior 
councilman shall act as chairman. Each 
year an incoming councilman shall be 
appointed for a three year term. It 
shall be the duty of the Finance Com- 
mittee to review the spending of the 
Society during the year, establish spend- 
ing policies, watch salaries to keep 
them in line with the needs of the of- 
fices, and to work with the Budget 
Committee in establishing a budget 
each year. This committee shall meet 
at least three times per year. 

President Starshak then appointed 
to the committee the four officers 
named above and the following three 
councilmen: Dr. David C. Baughman 
for a one year term and chairman; Dr. 
Carl J. Madda for a two year term; Dr. 
Glenn W. Ozburn for a three year 
term. 

The matter of a replacement for the 
editor was considered, but due to the 
absence of Dr. Schoen, the editorship 
could not be thoroughly discussed. 
President Starshak appointed a new 


committee to interview applicants for 
the editorship. This committee is made 
up of Dr. Pollock, chairman; Drs. Star- 
shak and Schoen, members; and Drs. 
Hillenbrand and Oppice as consult- 
ants. 

Concerning the matter of a one-day 
component officers meeting, to be held 
at a date other than during the state 
meeting, the Secretary was instructed 
to mail a questionnaire regarding this 
meeting to each component requesting 
their reaction as to the time of year, the 
day of the week, and the part of the 
travel and hotel expenses the compo- 
nent would be willing to assume. 

The report of the Program Com- 
mittee and their recommendations 
were referred to the new Program Com- 
mittee for consideration and guidance. 

The report of the Chicago Dental 
Society L & L Committee was received 
and its content noted. 

Reports of meetings held on June 13 
and June 19 by the Joint Prosthetic 
Dental Service-Illinois Dental Labora- 
tory Association Dentist-Laboratory 
Relations committees and its subcom- 
mittee, the Joint Policy Committee, 
were discussed. Also reviewed was the 
request made by Dr. Fisher in his May 
report relative to the $2,000.00 loan. 
The Ad Interim Committee considers 
that all activities of the joint commit- 
tees involving major expenditures 
should be approved by the Executive 
Council. 

The Ad Interim Committee ap- 
proved the telephone poll regarding 
the Illinois State Dental Society stand 
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on the location of the National Medi- 
cal Library in Chicago, and also ap- 
proved the telegrams sent supporting 
the amendment to H.R. 9720. 

Correspondence from the _ Illinois 
Committee on Child Welfare Legisla- 
tion and the Illinois Commission on 
Children was forwarded to the Chair- 
man of the Council on Dental Health 
for his consideration. 

The Ad Interim Committee reviewed 
with great interest the report by Dr. 
Ernest Goldhorn of a June 18 meeting 
of the Chicago Section of the Illinois 
State Dental Society’s Special Commit- 
tee to Study Group Dental Health Care 
Plans. 

The Ad Interim Committee was un- 
animous in its feeling that the duties of 
this committee are statewide and of an 
overall nature, and expressed a desire 


that the full Group Dental Health Care 
Plans Committee and officers of the 
State Society be notified well in ad- 
vance whenever any requests for con- 
ferences with components of the State 
Society are received from unions. It 
will be beneficial to members of the 
special committee from other parts of 
the state to be informed as to all re- 
quests from unions and other organi- 
zations seeking dental health care. 
The Secretary was instructed to for- 
ward this action to the chairman of 
this special committee and to the pres- 
ident of the Chicago Dental Society. 
There being no further business, the 
meeting adjourned at 5:00 p.m. 


PAuL W. Copper, Secretary 
Approved: 
Tuomas C. STARSHAK, President 


OCTOBER 2, 1956 


The Ad Interim Committee of the 
Illinois State Dental Society convened 
on Tuesday, October 2, 1956 in Had- 
don Hall, Atlantic City. Present were 
Drs. Starshak, Isenberger, Lace, Fitz, 
and Clopper. 

Motion carried that the committee 
recommend to the Executive Council 
that the council rescind the action of 
the 1952 Executive Council thereby 
eliminating the present Budget Com- 
mittee and that the Finance Commit- 
tee be known as the Finance and Bud- 
get Committee, this committee to take 
over the duties of the present Budget 
Committee in addition to its other dut- 
ies. 
The Ad Interim Committee reaf- 
firmed its definition of June 27 rela- 
tive to the duties of the Finance Com- 
mittee. 

Approved the recommendation of 
the Finance Committee to incorporate 
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the expenses of the Public Policy Com- 
mittee with legal, legislative, infrac- 
tion of laws, and law enforcement ex- 
penses into one item and charged 
against the fund created from the $3.00 
per member portion of the dues which 
was allocated for legislative planning. 


Motion carried that in order to de- 
fray the additional expense incurred 
within the Executive Council by the 
formation and functioning of the new 
Finance Committee, the budget for 
the Executive Council and Ad Interim 
Committee be increased $500.00. 


Motion carried that the general ex- 
pense budget be increased by $500.00. 


Motion carried that in addition to 
the regular committee budgets, addi- 
tional budgets be set up for Interpro- 
fessional Relations, Blue Shield, Stu- 
dent Liaison, and the Component Of- 
ficers Conference committees. 











The recommendation of the Publica- 
tion Committee requesting a raise in 
advertising rates, as per the rate card 
suggested, was approved. 


The meeting adjourned at 4:00 p.m. 
PauL W. Copper, Secretary 


Approved: 
Tuomas C. STARSHAK, President 


MINUTES OF THE EXECUTIVE COUNCIL 
JANUARY 16, 1957 


The Executive Council was called to 
order by President Thomas C. Star- 
shak at 9:15 a.m., January 16, 1957 in 
the Hotel Pere Marquette, Peoria: All 
officers and council members were pre- 
sent with the exception of Dr. Wilfred 
C. Corcoran who was absent because of 
illness. The President opened the meet- 
ing with a short prayer and a few wel- 
coming remarks to the council. 

The minutes of the May 14-15 Exe- 
cutive Council were approved as print- 
ed. (I.D.J. July 1956, pages 426-430) 

The minutes of the June 27, 1956 Ad 
Interim Committee were approved as 
presented. 

The minutes of the October 2, 1956 
Ad Interim Committee were approved 
as presented. 

The Secretary’s report was received 
as read. The secretary’s recommenda- 
tion that a special committee be formed 
to study law enforcement and financing 
was referred to the 1957 council. The 
recommendation regarding a compo- 
nent officers conference was referred to 
the 1957 council. The third recom- 
mendation was also approved, as fol- 
lows: : 

Motion carried that the Illinois State 
Dental Society dues be remitted for two 
years for those members who enter 
military service to fulfill their obliga- 
tion under the draft law or similar leg- 
islation. The Secretary was instructed 
to inform all component societies of 
this action. 

The request made by the Prosthetic 
Dental Service Committee that each 





component society organize a local 
prosthetic dental service or laboratory 
relations committee immediately was 
received. The Secretary was instructed 
to contact each component, informing 
them that the Executive Council re- 
quests each component to appoint such 
a committee if they do not already have 
one organized. 

The Secretary explained a request 
from the Prosthetic Dental Service 
Committee that an insert calling atten- 
tion to the recent addition to the Code 
of Ethics of the Illinois. State Dental 
Sociey be prepared and distributed to 
all members of the Illinois Dental Lab- 
oratory Association for them to enclose 
in their monthly statements to their 
customers. 

Action on the request was deferred 
until consideration of the Prosthetic 
Dental Service Committee report. 

The Treasurer did not present a for- 
mal report, but reviewed and discussed 
the annual audit. In general discussion 
of the audit, several suggestions were 
made which were referred to the Fi- 
nance and Budget Committee. 

Dr. Pollock presented an oral report 
of the Special Committee to Review 
the Resignation of the Editor. He stat- 
ed that after thorough consideration by 
Dr. Schoen and the Committee, Dr. 
Schoen would remain as editor of the 
ILLINOIS DENTAL JOURNAL. 

The Editor’s report was received. 

The President announced that Dr. 
Donald €. Lemon of LaGrange would 
replace Dr. Edward J. Krejeci, deceased, 
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on the Publication Committee. 

Motion carried to rescind the action 
of the Finance and Budget Committee 
with respect to the change in the mail- 
ing of the ILLINoIs DENTAL JOURNAL, 
and that the present policy of mailing 
the JOURNAL in the envelope now used 
be continued. 

Dr. Isenberger presented the report 
of the Committee on Committees. Mo- 
tion carried that the nominations for 
delegates and alternates to the 1957 
American Dental Association meeting 
be adopted as read. 

Dr. Isenberger then presented the 
following names for appointment to 
the 1957 Committee on Committees: 


Robert J. Pollock, Chairman, Oak 
Park 

Harry F. Ciocca, LaSalle 

Glenn W. Ozburn, Murphysboro 


Dr. Isenberger presented the follow- 
ing names for appointment to the 1957 
Resolutions Committee: 


Curt J. Gronner, Chairman, Morri- 
son 

Raymond W. McLellan, Carthage 

Glenn W. Ozburn, Murphysboro 

Carl J. Madda, Chicago 

Harry H. Kazen, Chicago 

James E. Fonda, Winnetka 


Motion carried that these appoint- 
ments be approved. 

The report of the Local Arrange- 
ments Committee was received. The re- 
commendation of the chairman that 
the banquet tickets be $15.00 per 
couple was approved. 

The report of the Program Commit- 
tee was received. 

The report of the Clinic Committee 
was received. After thorough discus- 
sion, the recommendation of the clinic 
chairman that each clinician be al- 
lowed. $15.00 for expenses was disap- 
proved. 
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The report of the Interprofessional 
Relations Committee was received. The 
recommendation of the chairman that 
the men from the Rockford area listed 
in his report be requested to assist in 
the formation of a branch of the Inter- 
professional Council in that area was 
approved. The recommendation that 
the Illinois Dental Formulary, pub- 
lished by the Illinois Pharmaceutical 
Association, be endorsed by our State 
Society was approved. 

The following committee reports 
were received: Infraction of Laws, 
Prosthetic Dental Service, Public Pol- 
icy. 

The Secretary read correspondence 
relative to the changing of the name 
of the Illinois State Dental Society to 
Illinois Dental Association, as request- 
ed by the A.D.A., which showed that 
such a change would require re-incor- 
poration of the organization. 

The Secretary was instructed to in- 
form the Secretary of the American 
Dental Association that the Executive 
Council, following a thorough discus- 
sion of correspondence relating to the 
matter of the proposal to change the 
name of the Illinois State Dental Socie- 
ty to the Illinois Dental Association, 
voted to continue under the present 
plan of corporation. 

The council recessed at 12:00 noon 
to reconvene at 1:30 p.m. 

e ee 

The Executive Council was called to 
order at 1:40 p.m. with all officers and 
councilmen present, except Dr. Cor- 
coran. 

Motion carried to accept, the audit as 
prepared by Gauger and Diehl, certi- 
fied public accountants. There fol- 
lowed lengthy discussion of the audi- 
tor’s report. It was suggested that an- 
other schedule be added to the audit 
report showing receipts and expendi- 
tures of the annual meeting and the 
ILLINOIS DENTAL JOURNAL. 

Dr. Wayne Fisher, member of the 














Prosthetic Dental Service Committee 
and chairman of the Joint Policy Com- 
mittee, reported on the panel discussion 
held in Chicago on January 9 by the 
committee. The papers read at ‘this 
panel will be published in the ILLINoIs 
DENTAL JOURNAL. Plans are under way 
to hold another panel discussion in 
some city downstate during an all day 
component officers conference. 

It was the feeling of the Joint Policy 
Committee that an accreditation plan 
cannot be put into effect until the en- 
tire state is thoroughly informed about 
the plan. Dr. Fisher outlined briefly 
the duties of the component prosthetic 
dental service committees with the 
State Prosthetic Dental Service Com- 
mittee as follows: (1) to act as liaison 
with the state committee on reporting 
on all laboratories in the downstate 
areas as to their quality of work, work- 
ing conditions, and ethics; (2) the 
component prosthetic committees are 
to act only as an informational com- 
mittee and not a police force. 

It was also stated that for a labora- 
tory to be accredited, it must be a mem- 
ber of the Illinois Dental Laboratory 
Association. By the close cooperation 
between the component prosthetic 
committees and the state committee 
through making a complete survey of 
all laboratories and information for- 
warded to the parent committee, it is 
anticipated that a thorough survey can 
be made prior to the registration of 
technicians and following that the ac- 
creditation of laboratories. The regis- 
tration would be only by the Illinois 
State Dental Society and have nothing 
whatever to do with the State of IIli- 
nois. 

Motion carried that the council ap- 
prove, in principle, the work of the 
Joint Policy Committee and that the 
committee be highly commended. 

Motion carried that the report of the 
Joint Policy Committee be received. 

The report of the Finance and Bud- 





get Committee was received. The re- 


commendation of the committee that a 
ceiling of $4800.00 per year be estab- 
lished for auxiliary employees of the 
State Society was adopted. The recom- 
mendation of the committee that the 
salaries of Miss Caron and Miss Acker- 
mann be increased $150.00 per year 
was adopted. 

The recommendation of the commit- 
tee with respect to the payment of ex- 
pense accounts of councilmen, com- 
mitteemen, and officers to called meet- 
ings was referred to the 1957 council. 

The following committee reports 
were received with commendation: 
Public Welfare, Study Club, Member- 
ship—1956 membership resume, Advi- 
sory Committee to Selective Service, 
Blue Shield, Civil Defense, Group Den- 
tal Health Care Plans, History, Hospit- 
al Dental Service, Student Liaison, 
Jacob Testimonial Dinner. 

The Secretary was instructed to write 
to Dr. Wells, expressing the apprecia- 
tion of the Executive Council for his 
past services. 


The 1957 budget, prepared by the 
Finance and Budget Committee, as re- 
vised by the council, was adopted. 

Dr. Fitz presented an oral report for 
the Resolutions Committee, explaining 
a sample resolution from the American 
Dental Association relative to the Jen- 
kins-Keogh Bill. The A.D.A.. desires 
each constituent society to submit a 
similar resolution supporting the Jen- 
kins-Keogh proposal, and at a later 
date each component is to submit such 
a resolution. 


Motion carried that the council go 
on record as endorsing in principle the 
Jenkins-Keogh proposal, the matter to 
be turned over to the Resolutions 
Committee to prepare the proper re- 
solution and forward to the Secretary. 


The Secretary was instructed to for- 
ward the finished resolution to the 
American Dental Association and to 
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instruct all component societies regard- 
ing the matter. 

Dr. Fitz extended thanks to all mem- 
bers of his committee and to the coun- 
cil for its assistance during the past 
year. The Executive Council in turn 
gave a vote of thanks to Dr. Fitz for 
his work as chairman of the Resolu- 
tions Committee. 

Dr. Clifton B. Clarno, chairman of 
the Council on Dental Health, ap- 
peared before the Executive Council 
to present a summary of the plans of 
his committee. He explained that the 
Council on Dental Health hopes to 
present a dental health conference in 
the fall, with all components of the 
State Society participating. Dr. Clarno 
will meet with Dr. Friedrich and Mr. 
Perry Sandell of the A.D.A. in Feb- 
ruary to consider a poster contest in 
connection with the 1958 National 
Children’s Dental Health Day, with 
recognition given to the winners. In 
previous years, when such a contest 
was held, four prizes were given. The 
Illinois State Dental Society donated a 
$25.00 U.S. Bond and a trip to Spring- 
field to each winner. Dr. Clarno stated 
that he expects to receive some finan- 
cial help on this project from the Den- 
tal Division of the State of Illinois, as 
cooperation from the Department of 
Public Health has always been freely 
and graciously given. 

The report of the Council on Dental 
Health was received with commenda- 
tion and the recommendations ap- 
proved. 

The council commended the Presi- 
dent on his fine presentation speech at 
the St. Louis Centennial Meeting, when 
he presented a gavel to that society in 
the name of the Illinois State Dental 
Society. 

After discussion of the proposed com- 
ponent officers conference, the matter 
was referred to the 1957 council. 

The Secretary read a resolution from 
the West Side Branch of the Chicago 
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Dental Society, forwarded to the coun- 
cil by the Chicago Dental Society, rela- 
tive to a mal-practice insurance cover- 
age. Motion carried that the resolu- 
tion be received and forwarded to the 
Insurance Committee for report in 
May. 

The Secretary read a letter from Dr. 
W. H. Fouts, dental director of the 
Peoria State Hospital. The letter was 
received and the Secretary instructed 
to write the State Department of Public 
Welfare requesting that the depart- 
ment urge all dentists employed by the 
state to belong to, and to attend all 
meetings of their local dental societies. 

The Secretary read the petition of 
Dr. Joseph W. Chulock, Chicago, for 
life membership in the State Society. 
Motion carried that the petition be 
granted. 

The Secretary read a letter from the 
Chicago Dental Society, dated January 
14, 1957, and a telegram from the Chi- 
cago Dental Society, dated January 16, 
1957, relative to financial aid in the 
prosecution of injunction suits against 
illegal laboratories in Chicago. It was 
the concensus of the council that the 
State Society was obligated to continue 
financial aid on this matter until suc- 
cessfully concluded. 

Motion carried that the State Society 
continue the policy of sharing, on a 
half and half basis with the Chicago 
Dental Society, the cost of the injunc- 
tion cases against the original twenty- 
four laboratories until they are suc- 
cessfully concluded. The Secretary was 
instructed to inform the Chicago Den- 
tal Society of this action. 

The 1958 Annual Meeting will be 
held in Springfield, May 12, 13, and 14, 
1958. 

The Secretary was instructed to make 
tentative arrangements with the Hotel 
Pere Marquette to hold the 1958 meet- 
ing in Peoria if the Illinois State Legis- 
lature should be convened in Spring- 
field again in 1958. 








Motion carried that the stenographic 
report, as approved by the President 
and Secretary, be published as the of- 
ficial minutes of the Executive Council 
for the year 1956. 

President Starshak presented a few 
closing remarks to the council and his 
recommendations. 

The President’s report was received 
and the recommendations referred to 
the 1957 Council. 

The council recessed at 5:25 p.m. to 
reconvene in final session at 8:30 p.m. 


. e . 

The Executive Council reconvened 
at 8:30 p.m. for an informal dinner, at 
which time the President presented cer- 
tificates to the retiring officers and 
councilmen. The 1957 officers were in- 
stalled and President Isenberger pre- 
sented a certificate of appreciation to 
Past President Starshak. The 1956 Exe- 
cutive Council adjourned, sine die. 

Pau W. Copper, Secretary 
Approved: 
THomaAS C. STARSHAK, President 


Secretary's Report 


JANUARY 16, 1957 


The 1956 Membership Resume is be- 
fore you and shows a gain of 53 mem- 
bers. The present membership, as of 
December 31, 1956, is 5229, 634 paying 
no state dues. As of January 1, 1957 we 
have 470 life members and 16 new fel- 
low members. There were 15 fifty-year 
members honored in 1956 and 18 will 
be honored in 1957. 

There was $4,155.75 returned to the 
Society from the A.D.A. Relief Cam- 
paign, that being one-half of the 
amount received from Illinois mem- 
bers. Illinois again donated well over 
100% of its quota. There are five re- 
cipients of relief as of this date. 

A great deal of correspondence is 
being carried on in the reorganization 
of the Legislative Liaison Committee. 
The reorganization of this committee 
in Chicago is in the hands of a special 
committee headed by Dr. Kleiman as 
chairman, with Mr. Edgar Stephens as 
secretary. It is anticipated we will have 
a full list of contacts this year from the 
Chicago area. The downstate list is 
practically completed. 

The district meetings last year were 
very successful, with large attendance 


at each meeting and were well received 
in all districts participating. There 
were some State Society officers present 
at each meeting. 

The law suit of the Chicago Dental 
Society against twenty-four illegal lab- 
oratories was finally closed in Novem- 
ber, giving a complete victory to organ- 
ized dentistry in Illinois. The Illinois 
State Dental Society has completed the 
financial agreement with the Chicago 
Dental Society as to the payment of ex- 
penses of carrying this case through the 
Illinois and Federal Supreme courts. 
The share borne by the Illinois State 
Dental Society, one-half of the total ex- 
pense, amounted to $6,909.83. This 
amount has been paid in full. The 
matter of enforcing the injunction 
clause of the Dental Practice Act be- 
comes the next step. 

As this will involve considerable ex- 
pense in attorney fees, investigators ex- 
penses, and court costs, it is of vital im- 
portance that the Executive Council, in 
conjunction with the Board of Direc- 
tors of the Chicago Dental Society and 
other strategically located component 
societies, thoroughly study ‘this matter 
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in order to recommend to the Society a 
sound program, adequately financed. 
Under the present dues structure this 
situation is very,.critical. 


RECOMMENDATIONS 


Recommendation No. 1: 

It is recommended that a special 
committee of the Executive Council, 
Chicago Dental Society Board of Di- 
rectors, and other affected components 
be appointed to study thoroughly law 
enforcement in its present phase and 
recommend a sound program of proce- 
dure financed through adequate State 
Society funds. 


Recommendation No. 2: 

The questionnaire before you relat- 
ing to the proposed component officers 
conference shows the majority of re- 
turns favor May or September as the 
month; Thursday as the day of the 
month; and that the component socie- 
ties in most cases would pay their rep- 
resentatives expenses. The other com- 
ponents stated the individuals would 
pay their own expenses. An item of 
$650.00 has been included in the 1957 
budget for this meeting. 

It is recommended that in the event 
the Executive Council authorizes a one- 
day component officers conference, the 
Ad Interim Committee or a special 
committee be appointed to work out 
details as to program of speakers and 
date. 


Recommendation No. 3: 

One other matter that should be 
brought to the attention of the coun- 
cil is the status of members in service. 
Members in service now have the com- 
ponent and state dues waived with pay- 
ment only of A.D.A. dues. There are 
thirty-seven members being carried for 
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from three to six years on payment of 
A.D.A. dues only. 

It is recommended that a definite cut 
off time be established for waiver of 
Component and State dues for mem- 
bers in Service. 


Dr. Joseph Zielinski has been ap- 
pointed to succeed Dr. Robert Wells 
(resigned) on the National Advisory 
Committee to the Selective Service Sys- 
tem in Washington, D.C. and also ap- 
pointed as the dental member of the 
Illinois Advisory Committee. 

A full delegation was present at each 
session of the House of Delegates meet- 
ing at Atlantic City. The most contro- 
versial subjects before the House were 
the Trade Practices Rules for Com- 
mercial Laboratories as set up by the 
F.T.C., Training of Dental Techni- 
cians, and the Doctor Draft Law. These 
subjects were thoroughly discussed and 
eventually they will be solved to the 
satisfaction of dentistry. 

One other important item was the 
approyal of a national ladies auxiliary, 
with the proviso that within one year 
they present a satisfactory constitution 
and bylaws for final approval. 

The financial statement for 1956 is 
before you as prepared by our auditors. 

The outlook for 1957 shows a very 
busy year for all officers, councilmen, 
and committees, and certainly much 
help will be needed from the general 
membership. We have before us: 


1. Active enforcement of the Dental 
Practice Act in all its phases. 

2. Constant alertness for legislation 
in Illinois regarding the Dental 
Practice Act. 

3. Thorough study, organization, and 
planning for an anticipated dental 
health care program, including the 
establishment of a dental health 
care service corporation in the 
event unions and other organiza- 














tions request such dental health 
care. 

4. Dental care for military depend- 
ants. 

5. Re-evaluation of our dues struc- 

ture to finance the above activities. 


Editor's 


JANUARY 


This Editor’s report for the ILLINOIs 
DENTAL JOURNAL will give a few facts 
about the JouRNAL during the past 
year. Some of the points are repetitious 
in order that the new councilmen and 
officers may be familiar with the gen- 
eral setup of our magazine. The Jour- 
NAL is made up in our Chicago office, 
printed by the North Shore Printers in 
Waukegan, and mailed from 
La Grange. 

In January we printed our 13th An- 
nual Book Review Issue which is the 
only one of its kind in the dental field 
in the United States; it may even be the 
only one of its kind in the world. Then, 
in February, the question of proxies 
and the raise in dues was settled. Edi- 
torials pinpointed reasons for and 
against proxies; the opinions of Mont- 
gomery S. Winning, lawyer for the 
State Society in this matter, were pre- 
sented; and the official decision of the 
Executive Council put an end to this 
very noxious affair. 

March was the pre-program and 
transactions issue, and April was the 
program issue. Perhaps the most im- 
portant thing about the April issue 
was that for the first time we printed 
a seminar manual to be used at the An- 
nual Meeting of the State Society. As a 
result, however, we received only one 
paper for publication in the JOURNAL 
out of the essay part of the meeting; 
and because it was one of a connected 








To the officers, councilmen, staff and 
committees I extend my very sincere 
thanks for the many hours spent in 
the affairs of the Illinois State Dental 
Society during 1956. 

PauL W. CLOPPER 


Report 


16, 1957 


seminar of talks, even this paper could 
not be used. Spelled out, for practical 
purposes, this means we received no 
scientific papers for eight issues of the 
JourNaL in which there should be 
scientific papers. It also means that 
those members who were not able to 
attend the annual meeting were not 
able to read the papers presented there. 

June featured the highlights and 
sidelights of our annual meeting; July 
was the transactions issue, part 2; and 
August was the membership directory 
issue. 

In September we printed one of a 
new series of ‘‘Dentist-Laboratory 
Chats” pages; this was Dr. Joseph T- 
Brophy’s “Referring the Patient to 2 
Dental Laboratory.” It caused quite a 
bit of comment, either strongly for or 
strongly against. Some people, especial- 
ly those on the Joint Policy Committee, 
seemed to feel this should be the So- 
ciety’s official stand. Others, dentists 
who have been sending patients to the 
dental laboratory regularly as a matter 
of convenience, either spoke strongly 
against the article or ignored it. 

In the September issue Edward 
Grimes, a laboratory owner, continued 
the discussion with an article on “Our 
Daily Problem: The Patient in the 
Dental Laboratory.” Members of the 
Illinois Dental Laboratory Association 
and most ethical dental laboratories 
feel this is the dentist’s problem—that 
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he must keep his patient out of the 
dental laboratory. 

Another September article which 
elicited a great deal of interest was on 


investments, financial that is, called 
“It’s Later than It’s Ever Been.” It is 
amazing how many people, not den- 
tists or people on our mailing list, 
called to ask for one or several copies 
of this issue. And any dentist who mis- 
placed or lost his copy quickly called 
or wrote to ask for a new one. 

The “New Fee Schedule with the 
Public Aid Commission” in the Novem- 
ber issue may not have caused a great 
roll of excitement to sweep through 
the State Dental Society, but it should 
have. This article is an example of 
what our Society can do with patience, 
perseverance, and men like Dr. George 
Thoma and the faithful members of 
his Public Welfare Committee. We 
should all be proud of the results 
shown by this article. 

Although the title for our report on 
the A.D.A. Annual Meeting, “Big, Busy, 
the Best,” may have sounded breezy, 
the article itself gave all the details of 
this important meeting; also, it was 
intended as a genuine tribute to the 
men from Illinois who have served na- 
tional dentistry with distinction—es- 
pecially Drs. Harold Hillenbrand, Wal- 
ter Dundon, and G. Herbert Fitz who 
have played such an important role 
with their work on the Committee on 
Dental Trade and Laboratory Rela- 
tions. 

Every year has its crowning glory; 
ours was the December special high 
speed issue, covering all phases of this 
comparatively new field. Because of ad- 
vance promotion to certain advertisers, 
we were able to sell a color advertise- 
ment; this made possible the use of the 
color in the editorial section of the 
magazine at no additional cost. Also, 
our advertising billing for the Decem- 
ber issue was the highest for that 
month in three years. This morning we 
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received an order for 25,000 reprints of 
one of the articles in this special is- 
sue, and by the time this report is read, 
we hope to have sold some 30,000 more. 

Just a parting note on the past year: 
Editorially, the JOURNAL tries to im- 
prove each year, and we hope we have 
succeeded in 1956; pictorially, this was 
the best year we have ever had, issue 
after issue. Financially, we are sorry to 
say, we did not do as well as we had 
hoped. 


NEXT YEAR: 


For 1957 we have raised our adver- 
tising rates and printed a new rate 
card and prospectus, copies of which 
are at your places. We are hopeful that 
this will completely offset any “unbal- 
ance” in our budget. At this point we 
would like to pause for a moment to 
ask our officers and members of the 
council for any help they can give us 
in the way of advertising leads, espe- 
cially downstate. Also, we would like to 
mention we have been told in the past 
that certain companies did not adver- 
tise with the JouRNAL because they had 
to spread their advertising budgets too 
thin in too many other places—exhib- 
iting at clinic days, buying prizes for 
golf outings, etc. Apparently you can’t 
have your pie and eat it too; advertis- 
ing funds that go to a component or 
branch of the State Society will not go 
to the parent organization. Just as it is 
impossible to tear a dollar bill in two 
and make it buy more, it is equally im- 
possible for the dental dealer to stretch 
his advertising budget beyond a certain 

int. 

All in all, advertising prospects for 
1957 are a little better than for 1956, 
provided schedules stay as they are 
now and improve a little. 

In another vein, looking toward the 
future, we have this to say: We hope 
to add several new men to our staff 

















during 1957. We hope to have a hobby 
editor, a component society editor, and 
three component editors for Chicago— 
in order to give our largest component 
society the coverage it deserves. 

We are also hoping to have at least 
one special issue, tentatively planned 
as a practice management issue. 

Once more this report presents an 
opportunity to thank all of the people 
who have helped us this year. First on 
the list are the central office staff— 
Secretary Paul Clopper, Miss Sadie Al- 
loway, and Miss Joanne Caron; of 
equal importance to the editor is the 
wonderful help of Miss Joan Acker- 
mann whose single title, advertising 
representative, is a misnomer. And 
certainly our printers deserve special 
mention for the year in, year out coop- 
eration. 

One of our staff members, Dr. Ed- 
ward Krejci of LaGrange, has been ail- 
ing; we thank him for his many years 
of help and wish him a speedy recovery. 
To Bob Schumaker, Dave Berman, and 
Frank Amaturo we present a filigree 
orchid; they are the boys who get out 





the “School News” and do any other 
odd jobs asked of them. Margaret Cros- 
by, president of the Illinois Assistants, 
has also given us a world of material. 

Last, an extra big “thank you” to 
President Thomas Cyril Starshak and 
his girl Friday, Katie Weston, not just 
for the “President’s Page,” but for a 
bundle of other information and help, 
too large to enumerate. 

At the A.D.A. we would especially 
like to thank Secretary Hillenbrand, 
Editor Lon Morrey, Publicist Herb 
Bain, Librarian Don Washburn, Busi- 
ness Manager John Hollister, and Bar- 
risters Bernie Beazley and Bernie Con- 
way for all the nice things they have 
done for us. No matter what time of 
the day we call them, or what the prob- 
lem is, they are always more than help- 
ful. 

And, so that we don’t miss anyone, 
we want to say thanks to all the officers 
and councilmen of the State Society 
and to all of our component editors for 
their untiring help. 


WILLIAM P. SCHOEN 


Reports of Standing Committees 


PROGRAM COMMITTEE 


We had a very well attended and 
stimulating meeting of our committee 
at the Congress Hotel on Sunday, Oc- 
tober 28. There were twelve of us 
present and we have decided upon “Op- 
erative Dentistry and its Direct Rela- 
tion to Full Mouth Rehabilitation” as 
our subject. We are to have just the 





two man faculty for our seminar with 
Dr. Saul Levy as the coordinator. 
Things are well under way now ex- 
cept for publicity and detailed arrange- 
ments. We have placed Dr. Walter 
Witthofft of Wood River in charge of 
the publicity details. 
GrorcE B. VoGELEI, Chairman 
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COUNCIL ON DENTAL HEALTH 


Mr. Perry Sandell, director of the 
Bureau of Dental Health Education of 
the American Dental Association, spoke 
on “Dental Society Activities in Dental 
Health Education—Why and How” 
at a breakfast sponsored by the Coun- 
cil on Dental Health in the Abraham 
Lincoln Hotel, Springfield during our 
annual meeting Tuesday, May 15. This 
breakfast was attended by forty-seven 
members of our Society. Dr. Lloyd 
Blackman, vice-chairman, presided. 

As chairman of the Council on Den- 
tal Health, I attended the 7th National 
Dental Health Conference conducted 
by the A.D.A. in the Drake Hotel on 
May 14, 15, and 16. The conference 
consisted of an opening session Monday 
morning, and continued through the 
day, with talks on subjects pertaining 
to dental health programs. The pro- 
gram Tuesday consisted of workshop 
sessions throughout the day. Wednes- 
day was devoted to presentation of the 
workshop committee reports. 

This conference was very interesting 
and informative. In attendance were 
representatives from many state dental 
society and public health departments, 
both state and national. 

A meeting of the Association of 
County and Multiple County Boards 
of Health was held at the St. Nicholas 
Hotel in Springfield on Monday, Sep- 
tember 24. This is the 4th annual meet- 
ing of this association. During the 
morning session, I was the moderator 
for a panel discussion on “What Can 
Local Health Departments Do for the 
Aging?” At the business session I was 
elected president for 1957. 

The Illinois State-Wide Public 
Health Committee held its annual 
meeting at the Morrison Hotel in Chi- 
cago on September 28 and, as one of 
the speakers in a discussion on “The 
Fulltime County Health Departments 
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in Illinois—A Report to the People,” I 
gave the history and activities of the 
Dental Department of the Peoria Coun- 
ty Department of Public Health. 

The annual meeting of the members 
of the Council on Dental Health was 
held in the office of Dr. Orvis Hoag, 
deputy director of the Dental Division 
of the Illinois Department of Public 
Health, Springfield, on October 11. 
Members attending were Drs. Lloyd 
Blackman, Elgin; Guy E. Alzeno, 
Stockton; William H. Sowle, Rockford; 
Robert Norton, Springfield; Jerome J. 
Voss, Dixon; and Guy Lambert, West 
Frankfort. 

A report of activities in 1956 was 
given and programs for 1957 discussed. 
Dr. Sowle proposed to combine a pos- 
ter contest with the observance of Na- 
tional Children’s Dental Health Week 
in February 1958. Also, that statewide 
recognition be given the winners and 
appropriate prizes awarded. It was the 
opinion of the members present that 
better observance of Children’s Dental 
Health Week would be accomplished 
through interest in the poster contest. 
The Council on Dental Health will be 
governed in this program by action 
from the Executive Council. 

In order to encourage closer relation- 
ship between the Council on Dental 
Health and the membership at large of 
the Illinois State Dental Society, the 
members of the council would like to 
have an active Council on Dental 
Health in each component society. In 
order to accomplish this a letter has 
been written to each member of the 
Executive Council from downstate dis- 
tricts, asking them to contact the pres- 
idents of components in their district, 
requesting them if they do not have 
such a committee to appoint one and 
forward to me the name and address 
of the chairman. If this request is 
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granted to the extent of making a 
workshop on dental health worthwhile, 
by having representatives of the major- 
ity of the components attend, such a 
program will be held next fall. 

A meeting of the Illinois Congress 
of Parents and Teachers Association 
was held in the office of the state chair- 
man, Dr. Ralph H. Boatman, 1412 W. 
Washington Boulevard, Chicago, on 
October 29. The purpose of this meet- 
ing was to re-evaluate the medical and 
dental examination forms furnished 
by the Parents-Teachers Association; at- 
tending this meeting were representa- 
tives from the Illinois State Medical 


Society, Illinois State Dental Society, 
State Department of Public Instruc- 
tion, Illinois State Health Department, 
and Congress of Parents and Teachers 
Association. Different types of medical 
and dental examination forms are used 
throughout the state. These forms 
were furnished by several different or- 
ganizations. Planning a uniform medi- 
cal and dental examination form 
throughout the state was discussed and 
a committee of three was appointed to 
get information as to proper printing 
and distribution. Report of this com- 
mittee will be received at a later date. 

C. B. CLarno, Chairman 


SUPPLEMENTARY REPORT 


Since my report to the Executive 
Council was mailed to the Secretary’s 
office, December 1, eighteen of the 
twenty-one downstate component so- 
cieties now have a council on dental 
health. I have reason to feel that at 
least two of the three remaining com- 
ponents will appoint such a commit- 
tee within a short time. 


RECOM MENDATIONS 


1. Considering the response that we 
have received, I recommend to the Exe- 
cutive Council that the Council on 
Dental Health be given permission to 
conduct a workshop to encourage more 
dental health programs throughout the 
state. 


Participants in this program will be 
chairman, members of the component 
council on dental health, and any mem- 
ber of the Illinois State Dental Society 
who wishes to attend. Details as to pro- 
gram, time, location, and expense of 
this workshop will be given to the Exe- 
cutive Council at your meeting in May. 


2.1 also recommend that the poster 
contest which was discontinued in 1951, 
be conducted in 1958, combined with 
the observance of the National Chil- 
dren’s Dental Health Week. In the 
past, recognition of Children’s. Dental 
Health Week in Illinois has not been 
up to expectations, and we hope more 
interest will be awakened through the 
poster contest. 

C. B. CLARNo, Chairman 


INFRACTION OF LAWS COMMITTEE 


The Samuel J. Spounias case of Dan- 
ville, Illinois, is resting in our favor 
now. The decision of the Federal Su- 


preme Court upheld the Illinois Su- 
preme and Circuit courts. Since then, 
dentistry has obtained an injunction in 


163 











Circuit Court to prevent the defendant 
to operate his laboratory. 

The Boyden case in Joliet is a step 
ahead of the Danville case. Boyden has 
been in Will County jail since June 
1956, serving a term of one year and a 
fine of $1,000. Also, when the sentence 
is completed, he will be required to 
serve an additional three months sen- 
tence and $2,000 fine for violation of 
Circuit Court injunction. 

A case of illegal practice of dentistry 
at Jerseyville is being investigated and 
the Department of Registration is ac- 
tively working on it. I expect a report 
on this in the near future. 

We have received encouragement in 
the fight against the illegal laboratory 
traffic through the support of the Rue- 


INTERPROFESSIONAL RELATIONS COMMITTEE 


A suitable resolution in the name of 
the Illinois Interprofessional Council 
was prepared and delivered at a me- 
morial service held at the University 
of Chicago in October, honoring the 
late Dr. Anton J. Carlsen, professor 
emeritus of the Department of Physio- 
logy. 

A committee, made up of one rep- 
resentative from each of the component 
professions, recently conferred with 
Governor Stratton in order to secure 
his cooperation in the appointment of 
members to state boards of examiners. 
He agreed that in the future he would 
be guided in the making of such ap- 
pointments by the recommendations of 
candidates coming from the various 
state organizations concerned. 

It was decided that the Interprofes- 
sional Council should be advised con- 
cerning any candidates selected for 
such appointments by the various state 
groups, so that this body can back up 
the selections made and give added 
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ben H. Donnelly Corporation in their 
stand regarding acceptance of tele- 
phone red book ads. 

Meetings of our committee were held 
in February, May, and December. I al- 
so attended nearly all meetings of the 
Prosthetic Dental Service Committee 
with the [Illinois Dental Laboratory 
Association in Chicago. 

The help of the component members 
in the Danville and Will-Grundy cases; 
the support of the respective states at- 
torneys in prosecution of cases; and the 
value of the Circuit Court injunctions 
after higher courts have upheld deci- 
sions, are the highlights of 1956. We 
trust we can be of greater help in 1957. 


FRANK J. FEHRENBACHER, Chairman 


support to the recommendations. 

A new pamphlet is in the process of 
preparation setting forth the aims and 
purposes of the Illinois Interprofession- 
al Council for information to the mem- 
bers of the several professions, legis- 
lators, etc. 

Pertinent information regarding the 
recent Blue Ballot was supplied by the 
dental committee of this group to the 
editor of the Fortnightly Review for 
publication. 

The newly established branch of our 
council, the Aux Plaines Branch, is 
now in its second year and is going 
strong. Another interprofessional coun- 
cil is in the process of formation in the 
Rockford area. A member of the phar- 
maceutical association, Ray J. Nihan, 
3402 High Ridge Road, Rockford, is 
endeavoring to form a group. He re- 
quested that the following members of 
our state organization be requested to 
meet with him when called upon: Drs. | 
C. E. Shepherd, D. W. Hogan, H. E. 











Grundset, and Robert C. Anderson, all 
of Rockford. 


RECOMMENDATIONS 


1. We urge that you give Mr. Nihan 
all the help possible in furthering this 
project and that the above men be 
contacted by our state office and asked 
to serve in the formation of this group. 


2. Relative to the Jllinois Dental For- 
mulary, published by the Illinois Phar- 
maceutical Association, it was discussed 
by the dental committee and the en- 
tire council. 


It was agreed that it is a very worth 
while publication and that it should be 
endorsed by our State Society. 

Our president, Dr. Thomas C. Star- 
shak, was present at this meeting, as 
was Mr. George Prosch, president of 
the Illinois Pharmaceutical Associa- 
tion. Mr. Prosch explained that a num- 
ber of joint meetings had been held in 
various localities by the dentists and 
pharmacists, and that topics of inter- 
est to both groups were discussed, and 
that the Dental Formulary was one of 





them. He stated that the books were 
paid for by the local pharmacists and 
presented to the dentists. The consen- 
sus of our group was that the dentist 
should be encouraged to write more 
prescriptions with the view of better 
service to his patients. We are of the 
opinion that the motivation for such 
group meetings must eminate from our 
state societies. 

The fourth annual dinner of the II- 
linois Interprofessional Council was 
held at the Congress Hotel in Chicago 
on December 3, 1956. It is our custom 
to honor and present a suitable plaque 
to one who has rendered outstanding 
service to his fellow man. In this way 
the health professions can express their 
thanks and appreciation to worthy per- 
sons who have contributed to the bet- 
terment of the people of our state and 
also draw attention to our organiza- 
tion, which represents the combined 
health professions of the state. At this 
dinner meeting we honored Dr. and 
Mrs. Frederick Gibbs, who are doing 
outstanding work in the field of elec- 
tro-encepholography at the University 
of Illinois Medical School. 


Arno L. Brett, Chairman 


PROSTHETIC DENTAL SERVICE COMMITTEE 


Considerable progress has been made 
since our last report, principally by 
the Joint Policy Committee under the 
efficient chairmanship of Dr. Wayne 
Fisher. 

With few exceptions, the Joint Pol- 
icy Committee held weekly meetings 
throughout the summer months and 
the parent committee has held meet- 
ings in June, September, and December. 

Serious consideration has been de- 
voted to an educational program by 
both committees concerning the addi- 





tion to the Society's Code of Ethics 
with reference to sending patients to 
commercial dental laboratories. Unfor- 
tunately there are many dentists, oth- 
erwise ethical, who continue to send 
patients to the laboratory for repairs, 
shade selection, etc., and it is with 
these men we are principally con- 
cerned. 

The news letters of the Joint Policy 
Committee have been extremely help- 
ful, as well as articles by Dr. Joseph 
Brophy, Mr. Edgar Stephens, and Mr. 
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Edward Grimes that have appeared as 
“Dentist-Laboratory Chats” in the It- 
LINOIS DENTAL JOURNAL. Enlightening 
editorials and articles have appeared in 
the JouRNAL and Chicago Fortnightly 
Review, but it seems that considerable 
additional information along educa- 
tional lines must be forthcoming in or- 
der to attain good results. 

The accreditation program, con- 
ceived and worked out by the Joint 
Policy Committee, is assuming specific 
form. The program was presented to 
the laboratory group at the Illinois 
Dental Laboratory Association Conven- 
tion in Peoria on November 3, and a 
panel discussion was held; at this time 
the program was presented and was en- 
thusiastically accepted by the labora- 
tory members. 

On Wednesday, January 9, the com- 
mittee will present a program to the 
dentists in the Chicago area through a 
panel discussion, and as Dr. Fisher 
says, “It will be the big kick-off for 
the program as far as the profession is 
concerned.” Later a similar program 
will be given at the state meeting in 


May and shortly after, the completed 
program will be presented to the Exe- 
cutive Council for its approval. If ap- 
proved, it will be immediately put in- 
to effect. 

It is planned to appoint laboratory 
relations committees from each com- 
ponent and branch society and a part 
of their duties will be to make a sur- 
vey of laboratory conditions in their 
area and report to the Joint Policy 
Committee. This means that there will 
be a need for considerable education, 
and these committees must be appoint- 
ed in time for the panel discussions 
coming up. Other phases of the pro- 
gram will be announced in future news 
letters, and you may be assured that 
your committees are working diligently 
to place Illinois at the top in raising 
craft standards to the level of dental 
progress and confidence maintained in 
laboratory-dentist relationships. 

It is our desire to thank President 
Starshak, Secretary Clopper, Dr. Wal- 
ter Dundon, and others for their won- 
derful cooperation. 

Lioyp H. Dopp, Chairman 


PUBLIC POLICY COMMITTEE 


Since the Illinois Legislature did not 
convene in 1956, no action has been 
concluded. The work of this commit- 
tee has been done in anticipation of 
the next legislative session which will 
convene the first week in January 1957. 

As stated in previous reports, it is 
the opinion of this committee that the 
Illinois State Dental Society should not, 
at this time, institute any legislation to 
amend the Dental Practice Act. Since 
our last report, May 1956, the appeal 
by the illegal laboratory group to the 
Illinois Supreme Court to review the 
case in which that court had given den- 
tistry the favorable opinion, was 
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denied. The case was then taken to 
the United States Supreme Court. 
There, again, that group was denied. 
Therefore, the Illinois Dental Practice 
Act, in the points that were contested, 
is held constitutional. It is now a strong 
law; it should be enforced vigorously; 
legislation to amend should not be in- 
troduced at this time since there would 
be a possibility of jeopardizing our 
present strong Act. 

Also, in that May report, we talked 
about dentistry being covered by Blue 
Shield. Since May, another joint com- 
mittee meeting has been held with 
members of the Illinois State Medical 











Society and the usual atmosphere of co- 
operation prevailed between medicine 
and dentistry in this meeting. We all 
understood that dentistry wished to be 
paid directly for services rendered un- 
der Blue Shield, and, if dentistry is to 
be covered, a non-medical member of 
each Blue Shield board should be a 
dentist. This latest meeting was held 
October 20, in Chicago. 

The wording for the amendment of 
the Blue Shield Enabling Act to allow 
direct payments to dentists was unani- 
mously agreed upon in this committee 
meeting; the following day the council 
of the Illinois Medical Society ap- 
proved this action. In the 70th General 
Assembly, the Illinois State Medical 
Society will introduce and press toward 
a successful conclusion the amendment 
agreed upon. Needless to say, all forces 
in the Illinois State Dental Society will 
cooperate vigorously for a_ successful 
passage of this bill. 

With the successful passage of this 
bill, the Blue Shield Enabling Act will 
allow dentists to be paid directly by 
Blue Shield plans. The Enabling Act 
is not being altered to place a dentist 
on each Blue Shield Committee. How- 
ever, any Blue Shield plan can place 
on its board a dentist if it so desires. 
Dentistry must, when this bill becomes 
a law, appeal to each Blue Shield plan 
for these two items: 1. The paying of 
dentists direct, and 2.A dentist as a 
member on each committee included 
in each plan. 

We feel confident that medicine will 
do all it can to help dentistry in these 
appeals. In my experience with com- 
mittee work, we have never met with 
a more cooperative group than the of- 
ficers and committeemen of the IIli- 
nois State Medical Society who dis- 
cussed dentistry and Blue Shield. They 
felt we had a problem, and their only 
aim throughout these discussions has 
been to find a solution agreeable to 
both medicine and dentistry. 








We are continuing our study of the 
problem of. group dental health care 
programs and the possibility of a need 
for legislation, so that organized den- 
tistry in the State of Illinois can coop- 
erate with those organizations that 
have funds for health and welfare un- 


der which these groups may desire den- 


tal services to be rendered to their 
members and the family of the mem- 
bers in their organizations. 


We have placed our A.D.A. material 
on group dental health care programs 
in the hands of a lawyer in Springfield, 
for study of what has taken place in 
rendering such services in other states. 
In the near future we will meet with 
him again and present the status in II- 
linois to that moment—what has been 
done in this state by the organizations 
toward securing dental services with 
health and welfare funds. 


The thought behind proceeding as 
we are, is that our Dental Practice Act 
does not allow a corporation to prac- 
tice dentistry. It is possible, however, 
that if there is a demand for such den- 
tal services that the dental profession in 
Illinois could organize a non-profit 
dental insurance corporation that 
could represent ethical dentistry. Let 
it be understood here, we have two 
primary thoughts in discussing group 
dental health care programs: First, is to 
protect the dental profession from den- 
tistry being rendered by persons not 
under the control of ethical organized 
dentistry. Second, we are not to open 
the Dental Practice Act at this session 
for any reason. 


We can give no word on what to ex- 
pect of the next legislative session. Each 
legislative day brings forth a new 
problem; all we can say is that we will 
watch carefully all legislation intro- 
duced and act, where it is indicated, 
with best interests of the dental profes- 
sion. If this council has any action that 
it desires this committee to take, it is 


167 





within your power to direct this com- 
mittee at any time. You will find us 


most cooperative. 
James C. DoNELAN, Chairman 


PUBLIC WELFARE COMMITTEE 


The Public Welfare Committee met 
May 16, 1956 at the Hotel Abraham 
Lincoln. Committee members in at- 
tendance were Drs. Richard Smith, 
Robert Griffith, Hugh Burke, John J. 
Corlew, Wray Monroe, Eugene E. 
Hoag, William Serritella, and George 
E. Thoma, chairman. 


The committee was brought up to 
date on all plans pursuant to the new 
fee schedule whose passage seemed fav- 
orable at that date. Plans were also set 
up for county dental advisors in case 
the fee schedule was adopted by the 
Illinois Public Aid Commission. 

Gerorce E. THoma, Chairman 


SUPPLEMENTARY REPORT 


The new fee schedule was adopted 
by the Illinois Public Aid Commission 
and the list of county dental advisors 
set up is now completed and will be in 
operation as soon as funds become 


available in the new biennium. 

The committee wishes to thank all 
those who have played a part in the 
successful conclusion of this program. 

GrorcE E. THoma, Chairman 


STUDY CLUB COMMITTEE 


All members of the Study Club Com- 
mittee have by now held a meeting in 
their respective districts. 

Dr. Gillespie of Cairo reported on 
their meeting April 28 at which time 
Dr. Phillip G. Vierheller was the prin- 
cipal speaker. He reported of the good 
turn out of members in the Southern 
District. 

Dr. Leininger reported a fine attend- 
dance at his district meeting. Dr. Frank 
Wentz gave a fine talk with slides on 
oral pathology, and in the evening Dr. 
Rudy Friedrich reported on news from 
the A.D.A. office. 
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Dr. Tedrow reported on their fine 
meeting held in the Decatur Club. Dr. 
Henry B. Clark, Jr., professor of oral 
surgery at University of Minnesota, pre- 
sented movies and discussions titled 
“Better Oral Surgical Technic” and 
“The Care of Oral Surgical Complica- 
tions.” Dr. Graham O. Davies of Chi- 
cago presented a paper on “Legal Con- 
siderations in Dentistry.” 

Drs. Link and Chrisman report of 
meetings held this fall in their respec- 
tive districts also. 


L. C. RAsMussEN, Chairman 











Reports of Special Committees 


ADVISORY COMMITTEE TO SELECTIVE SERVICE 


The Secretary’s office has on file a 
copy of a letter dated October 30, 1956, 
sent to Howard A. Rusk, M.D., chair- 
man of the National Advisory Com- 
mittee to the Selective Service System, 
Washington, D.C., in which I tendered 
my resignation as the dental member 
of the Illinois Advisory Committee. I 
have also tendered my resignation as 
chairman of the State Society Advisory 
Committee. This report, therefore, is 
from January 1, 1956 to October 30, 
1956. 

The activity during the past year 
has been mostly of an informative na- 
ture and the regular six months screen- 
ing of dentists who are essential. To 
date eleven dentists are classified as es- 
sential, the breakdown as to priority is 
as follows: : 


One in priority I—Teacher 

One in priority II—Teacher 

One in priority II—Private practice 
Four in priority I1I—Teachers 
Three in priority 11I—Interns 

One in priority I1]—Private practice 


There has not been any call-up of 
dentists to active duty during 1956. 
From a paper presented before the 
House of Delegates of the American 
Dental Association in Atlantic City on 
October 3, 1956 by Dr. Harold W. 


Oppice, Office of Defense Mobilization 
Health Resources Advisory Committee, 
the following may be interesting to 
you: 


“The estimated requirements for 
each of the next two fiscal years will be 
for about 2,000 dentists. It is expected 
that there will be available a sufficient 
number of graduates with liability for 
military service under the general draft 
act who can be made available to meet 
these requirements in both fiscal years. 

“Upon expiration of the ‘doctor 
draft’ law on June 30, 1957 dentists 
available to the armed forces will con- 
sist solely of those who have been de- 
ferred for schooling and, therefore, 
have an obligation under the Universal 
Military Training and Service Act up 
to age thirty-five.” 


It has been a distinct privilege to 
serve the Illinois State Society as the 
dental member of the committee dur- 
ing the past six years, and, needless to 
say, only by the splendid cooperation of 
the officers, councilmen, the group 
chairmen, and their committees 
throughout the state has this mission 
been accomplished. My very deepest 
appreciation and sincere thanks to 
every one of them. 

Rosert J. WELLS, Chairman 


‘COMMITTEE TO STUDY BLUE SHIELD INSURANCE 


The Blue Shield Committee and the 
Illinois State Dental Society officers met 





with the medical committee, Medical 
Service Corporation, and Illinois State 
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Medical Society officers. The manager 
of the Blue Shield Corporation and 
medical director were also present. 
This meeting was held at the Sher- 
man Hotel March 24, 1956. At this 
meeting a general discussion was en- 
tered into by every member present. 
The dental committee stated their ob- 
jectives to the medical committee, and 
it was agreed by both committees that 
they would take these back to their 
board of directors, to be decided at a 
future meeting. It was also decided at 
this meeting to appoint from each of 
the medical and dental committees a 
smaller special committee which would 
meet in the future to decide on the is- 
sue. This special committee for den- 
tists is made up of Drs. James Donelan 
and Russell G. Boothe, with the. offi- 
cers of the State Dental Society as ex- 
officio members. 
On October 20 a subsequent meet- 


ing was held at the Congress Hotel 
with the special committees and offi- 
cers of the medical and dental societies 
attending. At this meeting, under the 
chairmanship of Dr. Percy Hopkins, 
the medical committee agreed to give 
the dentists what they had asked for 
pertaining to the Blue Shield Service 
Committee; namely, they would amend 
their practice act to include the den- 
tists under payment of the Blue Shield 
policy for certain procedures ‘performed 
in the hospital, and that they would in- 
troduce the amendment to the 1957 
Legislature—the procedures to be per- 
formed and to have a dentist on the 
board of directors to be worked out at 
a later date. 

This meeting closed in a very ami- 
cable understanding of the problems 
that both professions are up against at 
the present time. 

RussELL G. BooTHE, Chairman 


CIVIL DEFENSE COMMITTEE 


The Rock Island County Dental So- 
ciety conducted a five-week course on 
civil defense beginning Monday, March 
14 and each Monday thereafter until 
completion of the course. There were 
forty taking the course. 

The Freeport Dental Society devoted 
its April 9 meeting to civil defense. Dr. 
Charles Maxwell, deputy director, civ- 
il defense, State of Illinois, was the 
speaker and he showed two films on 
civil defense. 

The chairman attended the 4th An- 
nual National Medical Civil Defense 
Conference on June 9, 1956. The con- 
ference was arranged by the Council on 
National Defense of the American 


Medical Association. At the request 
of the chairman, each member of the 
Civil Defense Committee of the IIli- 
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nois State Dental Society received an 
invitation to attend the conference. Ap- 
proximately 250 physicians, allied med- 
ical and health personnel, and others 
active in medical civil defense affairs 
attended the conference. Those present 
represented forty-one states, Hawaii, 
and Canada. 

Dr. Dwight H. Murrey, president of 
the A.M.A., stated that all segments of 
medicine must contribute actively to 
the tremendous task. He further stated 
that it is a high priority objective and 
one cannot afford to offer mere lip 
service; also, that we must insist upon 
genuine leadership, .demonstrated by 
action and cooperation among all med- 
ical branches both in and out of gov- 
ernment. 

One of the highlights of the program 














concerned the allocation and_utiliza- 
tion of the F.C.D.A. 200 bed emer- 
gency civil defense hospital unit. Staff- 
ing patterns and actual operating pro- 
cedures were discussed on the basis of 
data gleaned during the critical analy- 
sis and field test of the hospital unit 
conducted April 10-12, 1956 by the 
Army Medical Corps at Fort George A. 
Meade, Maryland. 

The Chairman mailed to each mem- 
ber of the state committee the complete 
Information Bulletin on Operation 
Alert Illinois, July 20-26, 1956. The in- 
formation had been developed from 
official sources by the state director of 
civil defense; General Robert M. 
Woodward. Some of the most impor- 
tant subjects covered in this bulletin 
were warning, time of attack, federal 
assistance, fall out, monitoring, evacua- 
tion, shelter, and casualty estimation. 

Secretary Paul W. Clopper mailed, 
on August 28, to the members of the 
Executive Council, presidents and sec- 
retaries of each component, and the 
members of the State C.D. Commit- 
tee information relative to national civ- 
il defense training for dental societies. 
This information had been compiled 
by Dr. Russell Bunting, Dental Con- 
sultant, F.C.D.A. ’ 

On appointment by Dr. Harold Hil- 
lenbrand, the Chairman accepted an in- 
vitation of the Council on National De- 
fense of the A.M.A. to attend as the rep- 
resentative of the A.D.A. the Septem- 
ber 26 meeting of the council at the 
A.M.A. headquarters. The purpose of 
the meeting was to create a special com- 
mittee to develop a program in coop- 
eration with the allied health and med- 
ical groups for the special medical 
training of dentists, nurses, veterinar- 
ians, and others to assist in the man- 
agement and care of mass casualties. 

The Chairman read the report which 
was prepared by the A.D.A. concern- 
ing the activities of the A.D.A. in civil 
defense. Each one present received a 


copy of all the reports that were pre- 
sented by those present. It was agreed 
that each one should request his re- 
spective association to prepare an in- 
formal report as to its opinion or ideas 
concerning the duties they should as- 
sume in medical disaster preparedness, 
together with any other comments or 
suggestions for their full participation 
in special medical training programs. 
These reports are to be sent to Mr. 
Frank W. Barton, secretary of the 
council. 


Dr. Roscoe L. Sensenich, past presi- 
dent of the A.M.A. and chairman of 
the meeting, stated that early in Jan- 
uary the A.M.A. would prepare a pro- 
gram on civil defense which would in- 
clude para medical groups. In all prob- 
ability another meeting of this commit- 
tee will be called before the final re- 
ports of the associations represented 
can be completed. 


A sub-committee was appointed with 
instructions to outline emergency med- 
ical services and life-saving procedures, 
on a priority listing, necessary for the 
adequate management and care of mass 
casualties. It was agreed that the train- 
ing program should include initially 
only physicians, dentists, veterinarians, 
and nurses, and after implementation 
of such programs other groups could 
be considered for appropriate training. 


The November 5 meeting of the 
Peoria District Dental Society was de- 
voted entirely to civil defense. The pro- 
gram consisted of. films “Operation 
Ivy,” “H-Bomb over Illinois,” lectures 
by Mr. Gene Ketner and Mr. John 
Windland of the local Red Cross, and 
demonstrations in which the audience 
participated. As a result of this meet- 
ing, the local Red Cross is conducting 
a nine-week course on first aid for the 
dentists and their assistants. This is to 
be followed by a two weeks extension 
course of lectures pertaining to blood, 
blood substitutes, and _ transfusions. 
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Prior-to the meeting forty had enrolled 
for the course. 

The Chairman attended the 7th 
County Medical Society Civil Defense 
Conference. It was held at the Morri- 
son Hotel, Chicago, on November 
10-11. There were 119 in attendance 
and represented thirty states. This is a 
yearly conference sponsored by the 
A.M.A. Council on National Defense. 

The conference, the most successful 
one to date, was designed to help local 
medical and health personnel plan 
their work in civil defense and disaster 
situations. In addition to panel discus- 
sions on planning, support and re- 
sources for disaster situations and a 
symposium on the mental health prob- 
lems and needs under such conditions, 
the participants divided into groups to 
consider problems based on preassump- 
tions as to extent and type of casualties 
and the available personnel, facilities, 


and supplies to manage and care for 
them. 

It was intimated during the confer- 
ence that F.C.D.A., some time in Jan- 
uary, would issue recommendations in 
a broad term for medical care in civil 
defense. There was some mention of 
the possibility of consolidating the Of- 
fice of Defense Mobilization and the 
Federal Civil Defense Administration 
and creating an agency of cabinet 
standing. 

Secretary Paul W. Clopper received a 
letter dated November 30 from Dr. 
Michael Zibby of Centralia, in which 
he stated that he had been appointed 
chairman of the C. D. Committee for 
the Southern Illinois District. He re- 
quested information and _ material 
which he could use in activating his 
district in civil defense, which will be 
sent to him promptly. 

GLENN W. CARTWRIGHT, Chairman 


FINANCE AND BUDGET COMMITTEE 


The Finance and Budget Committee 
met December 5, 1956, in the LaSalle 
Hotel in Chicago. Present were Drs. 
Starshak, Isenberger, Pollock, Clopper, 
Baughman, Corcoran, Ozburn, Lace, 
Madda, and Fitz. Dr. Wenger was 
present as an invited guest. 


The JourRNAL mailing wrapper was 
discussed at length, in the interest of 
economy. It was moved by Dr. Fitz 
and seconded by Dr. Pollock that after 
the first quarter of 1957, the JOURNAL 
use the A.D.A. form of mailing; i.e., a 
wrapper of 40 Ib. stock fully covering 
the JouRNAL. Carried. 


It was moved by Dr. Fitz and sec- 
onded by Dr. Pollock that after due 
consideration of the problems affect- 
ing the wage scale for auxiliary em- 
ployees of the Illinois State Dental 
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Society, it was felt that due to the 
present restricted operating income of 
the Society the Finance Committee 
recommend to the Executive Council 
that a ceiling of $4,800.00 per year 
be established for such employees until 
such time as the financial structure of 
the Society would warrant any depar- 
ture from this adopted policy. Carried. 

It was moved by Dr. Madda and 
seconded by Dr. Isenberger that in 
appreciation of services rendered by 
Miss Caron and Miss Ackermann that 
their salaries for the year 1957 be in- 
creased in the amount of $150.00. Car- 
ried. 

It was moved by Dr. Fitz and sec- 
onded by Dr. Ozburn that the Finance 
and Budget Committee of the Illinois 
State Dental Society recommend that 
the following procedure be put into 











effect with respect to the payment of 
Society funds to: 


1. Councilmen 

2. Committeemen 

3. Officers of the Society 
for remuneration in lieu of expenses 
(travel, hotel, per diem, etc.) for at- 
tendance at specifically called meetings 
by the: 


1. President of the State Society 

2. Secretary of the State Society, by 
direction of the President or other 
duly authorized officers 

3. Committee chairmen for meetings 
attended involving: 


a. Official business of the Society, 
i.€., council sessions, January 
and May of each year; State 
Society meetings; Ad Interim 
Committee meetings. 

b.Duly authorized committee 
meetings of the Society. 

c. District and component meet- 
ings wherein the President of 
the State Society or the Secre- 
tary or one duly authorized is 
expected to represent the So- 
ciety. 

d. Special meetings honoring ven- 
erable members (50 year) of the 
State Society. 


The following schedule shall be in 
effect for: 


1. Councilmen and officers who shall 


receive per diem and travel ex- 
penses and necessary hotel accom- 
modation expense (under the 
present fee scale of allowed ex- 
penditures) to: 


a. Annual council meetings, Jan- 
uary and May 

b. Special called meetings wherein 
above named representatives are 
present to conduct official busi- 
ness, Or upon invitation from 
components outside of one’s dis- 
trict or component. 


2. Members of duly authorized State 
Society committees; travel allow- 
ance shall be made only to out-of- 
town committeemen and hotel ex- 
pense only in event of necessity 
for presence at specific time of 
called meeting. 

3. Officers of the Society shall re- 
ceive, in addition to annual al- 
lowed budget expenditures, any 
necessary travel, hotel or other 
legitimately incurred expense in- 
volved in the transaction of Soci- 
ety matters. 


Because the last motion was rather 
involved and discussion lengthy, the 
Secretary was requested to send the 
minutes of this meeting to all com- 
mittee members for approval before 
official publication. 

There being no further business, the 
meeting adjourned. 

PauL W. Cropper, Secretary 


GROUP DENTAL HEALTH CARE PLANS COMMITTEE 


Chairman attended the 7th 
Health: Conference of the 


The 
Dental 


A.D.A. held in Chicago at the Drake 
Hotel May 14, 15, and 16, 1956. At 
this conference the labor welfare plans 





and programs, relating to dental health 
care, were thoroughly explored and 
discussed. In the states of California, 
Oregon, and Washington some pro- 
grams are entering their second year 
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of operation. As yet, the results of the 
first year’s operation have not been 
fully evaluated and in some plans, re- 
negotiation of fee schedules was in 
progress or about to be undertaken. 

On June 6, the Chicago members of 
the committee, Drs. Nock, Zielinski, 
and Goldhorn, met with representa- 
tives of the Dental Technicians Union 
in the office of the Chicago Dental So- 
ciety with Dr. Luebke, president, and 
Mr. Richardson, executive secretary of 
the Chicago Dental Society, present; 
this was for an exploratory discussion 
of a dental health care program for 
members of the union and their depen- 
dents. A detailed report of this meet- 
ing was sent to all officers of the Society 
and committee members. 

At a meeting of the full committee 
on October 31 at the Palmer House, 
Chicago, the matter of incorporation 
of a dental health service corporation, 
to cope with possible future demands 
of labor groups, was thoroughly dis- 
cussed. All members of the committee, 
with the exception of Dr. Brandt, and 
the officers of the Society were present. 
After prolonged discussion, those pres- 
ent were in accord that the Society 
should prepare itself to meet the prob- 
able union demands with a possible 
establishment of a dental health service 
corporation. The committee was pro- 
foundly aware of its responsibilities on 





this matter and of certain safeguards 
necessary to protect the merbership 
at large. 

The following motion’ was then 
made by Dr. Green: That the Secre- 
tary, Dr. Clopper, confer’ with the 
chairman of the Public Policy Com- 
mittee and the attorney for the Soci- 
ety, to secure the necessary informa- 
tion for legally setting up a dental 
health service corporation with certain 
conditions as follows: 


1.To take into consideration the 
present corporate status of the I]- 
linois State Dental Society. 

2.To outline the legal procedures 
necessary and the probable cost. 

3. To conform to every provision of 
the Dental Practice Act. 

4. To explore the possible use of the 
present Medical Service Act with 
men having medical and dental 
degrees heading a corporation for 
extending dental health services. 


This motion was seconded by Dr. 
Zwisler and carried unanimously. 

As soon as this information is forth- 
coming, it shall be the purpose of this 
committee to further study the prob- 
lem and make a recommendation that 
will be to the best interests of the mem- 
bership at large. 

ERNEST GOLDHORN, Chairman 


HISTORY COMMITTEE 


The History Committee continues to 
receive the cooperation of various in- 
dividuals in its efforts to resolve the 
method of procedure in presenting the 
story of the Illinois State Dental So- 
ciety. 

Publishing the highlights of the 
transactions during the years with a 
running commentary of the individuals 
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involved may have its appeal to many 
readers. Biographies and autobiogra- 
phies of the various leaders would cer- 
tainly .endow the history with many 
factual events of interest. 

An example of an interesting fact 
to be found in the Illinois Story is the 
Taggart inlay affair, with its enroll- 
ment of J. N. Crouse, originally an op- 








ponent of the vulcanite patents, align- 
ing himself with Taggart in his efforts 
to maintain his patent rights. 

There is no doubt about the degree 
of sincerity these early pioneers mani- 
fested in their efforts to raise den- 
tistry to a high plane. How they 
achieved it is the story. 

Dr. J. Roy Blayney has enlisted Dr. 
Frederick Noyes to participate in the 
presentation of the G. V. Black story. 

On November 27, 1956, at the ban- 
quet of the Centennial Meeting of the 
St. Louis Dental Society, Dr. Thomas 
C. Starshak presented to the society, a 
gavel as a memento from the Illinois 
State Dental Society. The gavel was 
made of walnut, obtained by the His- 
tory Committee Chairman from G. V. 


HOSPITAL DENTAL 


The following hospitals were inspect- 
ed with the results as shown: 


Dixon State School Hospital—in- 
spected 7/30/56 — approved 9/17/56 

Kankakee State Hospital — inspect- 
ed 8/9/56 — approved 9/17/56 

Peoria State Hospital — inspected 
10/10/56 — approval recommended 


A letter suggesting more dental 
books and periodicals in the libraries 
of state hospitals was sent to Dr. Otto 
Bettag, M.D., Director, Illinois Depart- 
ment of Public Welfare. The matter 
was referred to Dr. Paul Hletko, chief 
medical officer, who stated in a letter 
to the Chairman of this committee as 
follows: 


“Your recent communication ad- 
dressed to Dr. Otto L. Bettag, Direc- 


Black’s. Walnut Grove Farm near Vir- 
ginia, Illinois. Suitable inscriptions 
were placed on the silver band of the 
gavel and the plate of the carrying 
case. Thus, the past (1856) and the 
present (1956) were united through 
this symbol of friendship from the 
boyhood home of the ‘Father of Amer- 
ican Dentistry.” 

The History Committee is planning 
to present a similar gift to the Ameri- 
can Academy of History. 

The History Committee appreciates 
the financial cooperation received from 
the President and the Executive Coun- 
cil in the St. Louis Dental Society pre- 
sentation. 


James E. MAnoney, Chairman 


SERVICE COMMITTEE 


tor Illinois Department of Public 
Welfare, concerning dental libraries, 
was referred to me. I am taking this 
matter up with our several superin- 
tendents and shall advise you of ac- 
tion taken. We wish to thank you 
for calling this subject to our atten- 
tion and for your continued inter- 
est in our problems.” 


This committee works with the Na- 
tional Committee on Hospital Dental 
Service and up to the present time all 
requests for hospital inspections have 
been taken care of, and in making this 
report I wish to thank the following 
members: Drs. J. F. Herman, T. E. 
Prosser, Ralph C. Rudder and Jerry 
Millhon. 


Lioyp C. BLACKMAN, Chairman 


175 








JACOB TESTIMONIAL 


The testimonia! dinner in honor of 
Dr. L. H. Jacob was arranged by a 
committee appointed by Dr. Thomas 
C. Starshak at the request of the Exe- 
cutive Council. The committee con- 
sisted of Drs. Harold W. Oppice, Clarke 
E. Chamberlain, Starshak, Paul W. 
Clopper, Clifton B. Clarno, Edward W. 
Luebke, William O. Vopata, Lester E. 
Steward, and Robert J. Pollock, chair- 
man. 

These men met a number of times 
in the early part of the year, selecting 
Dr. Oppice as the toastmaster. They 
obtained Drs. Robert W. McNulty, 
Clarke E. Chamberlain, and Harold 
Hillenbrand as the speakers. Dr. Star- 
shak presented the gift from the IIli- 
nois State Dental Society. 


DINNER COMMITTEE 


’ These men are to be complimented 
for their part in making this a memor- 
able occasion for Dr. Jacob who has 
served this State Society in so many 
ways. 

The dinner was held in Chicago in 
the Illinois Room of the LaSalle Hotel 
on Saturday evening, August 11, 1956. 
This date enabled most of the friends 
of Dr. Jacob to be present. Nearly all 
of the American Dental Association of- 
ficers and staff were present, plus many 
of his fellow workers in the State So- 
ciety. 

The tickets were handled by the 
Secretary’s office and we wish to thank 
the office personnel for their full co- 
operation. 

RosertT J. Pottock, Chairman 


STUDENT LIAISON COMMITTEE 


Membership in the Junior A.D.A. is 
on the increase, and from all sources 
we believe we can do a better job. 
Pamphlets for the recent graduate were 
distributed to all the schools. They 
seemed enthused over the committee’s 
booklet. 

I sometimes feel that a member of 


the school faculty could probably be 
closer in touch with the Junior A.D.A. 
than Dr. Vopata and myself. However, 
the committee is very willing to work 
and follow any instructions that the 
Executive Council may have. 


O. S. OPDAHL, Chairman 


Delegates and Alternates 


OFFICIAL LIST FOR A.D.A. MEETING 
ATLANTIC CITY, NEW JERSEY—OCTOBER 1-4, 1956 


Delegates 
Thomas C. Starshak, President 


753 E. 79th St., Chgo 19 
Clifford F. Isenberger, Pres.-Elect 
Box 47, Lanark 
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Alternates 
Clarence A. Hanson 


715 Lake St., Oak Park 
William H. Sowle 
Rockford 

















Paul W. Clopper, Secretary 

632 Jefferson Bldg., Peoria 
Robert J. Pollock, Treasurer 

1011 Lake St., Oak Park 
J. Malcolm Elson, Vice-Pres. 

823 Jefferson Bldg., Peoria 
David C. Baughman 

1221 Charleston, Mattoon 
Wilfred C. Corcoran 

5514 Broadway, Chgo 40 
Michael DeRose 

3643 Chicago Ave., Chgo 51 
Walter E. Dundon 

111 N. Wabash Ave., Chgo 2 
Elmer Ebert 

10058 Ewing Ave., Chgo 17 
Moreland Emerson 

State Bank Bldg., Breese 
Frank J. Fehrenbacher 

Chalstrom Bldg., Joliet 
G. Herbert Fitz 

Sterry Block, Pontiac 
James E. Fonda 

799 Elm St., Winnetka 
Curt J. Gronner 

11814 E. Main St., Morrison 
L. W. M. Hughes 

55 E. Washington St., Chgo 2 
Philip J. Kartheiser 

502 Graham Bldg., Aurora 
Richard Kling 

514 Market St., Mt. Carmel 
John L. Lace 

11112 S. Michigan Ave., Chgo 28 
Robert E. Lee 

Waverly 
Raymond W. McLellan 

Carthage 
Carl J. Madda 

25 E. Washington St., Chgo 2 
Olaf S. Opdahl 

6280 W. North Ave., Chgo 39 
William T. Osmanski 

2404 Lincoln Ave., Evanston 
Brice H. Tedrow 

Taylorville 
Herman R. Wenger 

5601 W. Irving Park Rd., Chgo 24 
Joseph A. Zielinski 
3147 Logan Blvd., Chgo 47 





James E. Chrisman 

710 N. East St., Bloomington 
Willard R. Johnson 

7454 Cottage Grove Ave., Chgo 19 
Russell J. Burke 

718-Ist Natl. Bank Bldg., Peoria 
Walter J. Gonwa 

Chrisman 
William P. Schoen 

6355 Broadway, Chgo 40 
George F. Vogt 

9 S. Kedzie Ave., Chgo 12 
Gerson M. Gould 

755 N. Ashland Ave., Chgo 22 
Adolph F. Stark 

4010 Madison St., Chgo 24 
Harry F. Ciocca 

Medical Arts Bldg., LaSalle 
William F. Tolar 

6804 Windsor Ave., Berwyn 
Neil A. Kingston 

182 E. 154th St., Harvey 
Harry D. Danforth 

Box 114, Cissna Park 
Charles J. Hemphill 

200 W. 3rd St., Alton 
Walter J. Nock 

2735 Devon Ave., Chgo 45 
George E. Thoma 

610 Illinois Bldg., Springfield 
Hobert M. Fry 

Masonic Temple Bldg., Macomb 
Walter E. Kelly 

27 S. Pulaski Rd., Chgo 24 
Robert V. Riemer 

55 E. Washington St., Chgo 2 
Jacob L. Lippert 

55 E. Washington St., Chgo 2 
Paul Kanchier 

9300 Cottage Grove Ave., Chgo 19 
Alternates Resigned 
M. Wendell Carlton, McLeansboro 
Dale Fitz Henry, Bloomington 
W. G. Schmelzel, Geneseo 
Edward C. Thompson, Urbana 
LeRoy T. Rowland, Blue Island 
Alternates Not Present—No Report 
James E. Chrisman, Bloomington 
Hobert M. Fry, Macomb 
Robert V. Riemer, Chicago 





Audit Report—1956 


BALANCE SHEET 
AS OF DECEMBER 31, 1956 








Assets 

CurrRENT AssETs—Cash on Hand and in Banks: 

NIRS ota tle Lo 8 a seasl's Waid bia ete es $ 10,515.07 

SES SEEDPEER SE Ry estes SR, yaar RN 6,480.86 
TRIN ON fon a Le Shure 5 ak vase out aieisiona 
INVESTMENTS—U. S. Bonds, at Cost: 

INI fn hho e hers eg eg ky ak ea $ 44,008.50 

NII esha s o clos lela ae shartorals 11,997.00 

Alloway Retirement Fund ........................ 9,000.00 
Oe ee a welelble wate ae 
OFFICE FURNITURE AND FIXTURES, at Cost: 

8. inate bain id iG Wi caren ee ee ee eu baw $ 4,956.80 

RE I EF re ee 324.74 
Total Office Furniture and Fixtures, at Cost .......... age St 

TAN, MIM ES otek. 2 Ps 35 wld a eC ae os wares 


Liabilities and Fund Balances 


CurRENT LIABILITIES 
Employees’ Income Taxes Withheld .............. $ 239.40 


PROeWUMr “MEE THA: | lcs sok cee delice nese ce 34.00 


CE UaL NE PE IIOS 5. Snicdeeic kc ccc cus cee mess 
FuNp BALANCES 


ROEIND for ais oo puciek: «wasp odb es 10 cscs eee 
MI Soo whats ities © cis hb har Bh od ars, o's ose a 18,477.86 
Alloway: Matiwement Fund ..... 2.2... ..ccccccccee 9,000.00 


SSE IE OT De : 
ToTAL LIABILITIES AND FUND BALANCES ........ 


$ 16,995.93 


$ 65,005.50 


$ 5,281.54 
“$ 87,282.97 


$ 273.40 


$ 87,009.57 
$ 87,282.97 


GENERAL FUND—CASH RECEIPTS AND DISBURSEMENTS 


FOR YEAR ENDED DECEMBER 31, 1956 
Cash Receipts 


OPERATING CASH RECEIPTS: 


ADB RD fo 6.kids oa ce EMI CL kann dd '« acne hol $ 95,978.50 
Illinois State Dental Society Dues ................. 69,070.00 
Journal (Advertising, Reprints, Etc.) .............. 11,227.35 
Annual Meeting Exhibits (1956 & 1957) ............ 3,020.00 
cg er eee eer ee 1,407.00 

Past President’s Luncheon .................. 60.00 

ee re ere ee oer eee 531.00 
Se ee eee ee eee ee re 1,093.20 
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Jacob Dinner 
Miscellaneous 


dik’ sk Nakane kau dak é ei en Mad anes 1,510.00 
Ne ey oe Se Tee. ee, eee 111.00 
Total Operating Cash Receipts 


Cash Disbursements 


OPERATING CASH DISBURSEMENTS: 
Wy vies Bee ok 5 i dw elie bob eee ds $ 95,978.50 
Excess Dues Refunded to Components ............. 68.00 
Ue eT ee E ee ee Ree 83,061.64 
Total Operating Cash Disbursements 
NoNn-OPERATING CASH DISBURSEMENTS: 
Purchase of New Equipment 
Total Cash Disbursements 
Excess OF CASH RECEIPTS OVER 
CasH DISBURSEMENTS 


GENERAL FUND—RECONCILIATION OF CASH BALANCES 
FOR YEAR ENDED DECEMBER 31, 1956 


a Re ere ern eee aero $ 5,972.23 
Add: Excess of Cash Receipts over 
ek PLIES oacc Soins s cee ek Since 4,519.76 


Increase in Employees’ Deductions for 
Employees’ Income Taxes withheld 
as UE Wah ae bas ody 2s oe 28k a ee 23.08 


eis tet kdot cee cess i. $184,008.05 


ppaisae tauren ier $179,108.14 


380.15 
We Mates Makes a oie Ruy od Pait Gus Oe $179,488.29 


at AEA Rg GREY SEE Oe $ 4,519.76 


Ratan, Decrege 31-4056. ois Cee hi sk 9 ee $ 10,515.07 


RELIEF FUND—CASH RECEIPTS AND DISBURSEMENTS 
FOR YEAR ENDED DECEMBER 31, 1956 
Relief Fund 


BALANCE IN BANK ACCOUNT, JANUARY I, 1956 
Represented by: 
Component Societies Portions ............$3,274.15 
Illinois State Dental Society Portion ...... 3,380.90 

CasH RECEIPTs: 
ROE i AD, . RND odo is os ka CO ee $ 213.00 
A.D.A. Rebate—1955 Christmas Seals Receipts ...... 4,155.75 
C.D.S. Portion of Grants 
A.D.A. Refunds 


<ehinke as $ 6,655.05 


Re Se I odin iis vig once pve id kes pees $ 12,330.86 


CAsH DISBURSEMENTS: 
PE KEE ar hel ae Sa he eS R RST a Ok SOE $ 3,850.00: 
Perceasee Gr 1). we ns ne ies ee ee 2,000.00 

Total Cash Disbursements 


ee IS Pes Es ro ee $ 5,850.00 


BALANCE IN BANK ACCOUNT, DECEMBER 3], 1956 $ 6,480.86 


Represented by: 
Component Societies Portions ............... $4,516.74 
Illinois State Dental Society Portion ........ 1,964.12 
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Illinois Dental Assistants Page 


Greetings to you all from your new 
President. My very deepest “thank you” 
for the confidence you have placed in 
me. I will strive to fulfill that confi- 
dence to the utmost. At this time I 
would like to introduce the new offi- 
cers and committee chairman: 


President 


President-Elect and 
Program Chairman 
First Vice-President and 
Membership Chairman 
Second Vice-President, 
Clinics & Exhibits 
Chairman 

Secretary and 

Pin Chairman 
Treasurer and 
Finance Chairman 
Publicity Chairman 


Bylaws Chairman 
Education Chairman 


Judicial and Legislation 
Chairman 


I just wish all of you could have at- 
tended the meeting in Chicago last 
month to see the very fine clinics and 
posters presented Sunday morning, and 
to hear Alberta Reed’s very inspiring 
address, “Mix Well before Baking. 
Yield—One Good Dental Assistant.” 
Alberta is the immediate past editor of 
the Views of the News, our A.D.A.A. 
journal. 


Gladys E. ‘Triphahn 
Juanita Little 


Janet Lindenberg 


Helen Knoedler 


Donna Clark 

Ruth Gulick 
Maureen Wheeler 
Lorraine Scapillato 
Dorothy Sutton 


Marie Johnson 


by Gladys Triphahn, President 


Following this was an_ especially 
well-timed lecture by Dr. James A. 
Yaeger of the University of Illinois 
Dental School on “Training Programs 
for Dental Assistants.” 

After a short recess we conducted 
the installation of officers with our 


25 E. Washington Street 
Room 1707, Chicago 2 
119 S. Lafayette Street 
Macomb 

816 First National Bank 
Building, Peoria 

414 S. 7th Street 
Springfield 


1409 S. 5th Street 
Springfield 

314 N. Lake Street 
Aurora 

11514 W. Front Street 
Bloomington 

2102 S. 48th Court 
Cicero 

126 S. Kenilworth 
Oak Park 

2136 Eggleston Road 
Rockford 


A.D.A.A. President Mary Frances Dut- 
ton as installing officer, our Sixth Dis- 
trict Trustee, Laura Willard, as con- 
ducting officer, and our immediate past 
Trustee, Eugenia Uttech, sitting at 
the table of friendship. After the in- 
stallation a very lovely tea and recep- 
tion were given, and so ended a very 
busy and inspiring meeting. 








Doctor: Please let your assistant see this monthly column. 








181 








COMPONENTS 





NORTHWEST 


Probably every member was at the 
Chicago meeting; in passing we en- 
countered Lou and Foy Matter, Don 
Wolfe, Vern Best, A. C. Canova, Harry 
Wade, et al. That fine meeting high- 
lights dentistry and its position in the 
community. 

Ethel Taggart has been hospitalized 
for a considerable period. Her condi- 
tion does not seem to be improving, 
though her nurses say she has been one 
of the most uncomplaining patients 
they have ever had. 

(Ed’s note: Dr. Taggart passed away 
on February 17.) 

Ned Arganbright has undergone an 
operation on one eye for cataracts. He 
will have the other one operated on 
this month. His wife, Mildred, reports 
that he is recovering and it is expected 
that he will have twenty-twenty vision 
as a result of the surgery. 

Bill Van Lone recently returned 
from his annual stay in Florida look- 
ing very well and ready to take this 
year by the horns. 

Condolences are in order for those 
boys who lost their golfing and swim- 
ming gear when the Freeport Club 
burned to the ground. George Vogelei’s 
Oldsmobile was parked in front of the 
club when the firemen arrived. By that 
time the place looked as though there 
was no hope for it. The firefighters as- 
sumed that our president was a casual- 
ty. Lucky for us and the kids with 
crooked teeth, George was safe at home. 
He'd left his car there the night before 
with a dead battery. Some people must 
just be fire prone, what with his sec- 
ond office site burning to the ground, 
too. Who’s got a light? 
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Your fluoridation panel will speak 
next week at Blackhawk School in 
Freeport. This unified effort for such 
a vitally important public health line 
is showing progress. It might be well 
to be heard in other communities of 
our component. 

Those of you who have made con- 
tributions to this column are appre- 
ciated. We appreciate you readers too. 
Thanks, fellers—Dave Roe 


ST. CLAIR 


An Executive Council and Program 
Committee meeting was held recently 
at Scott Field Officers Club. Members 
present were Kuebel, Bloemer, Kurz, 
Mulconnery, Brefeld, Eversgerd, Nes- 
bit, Potts, Hundley, Beske, and Col. 
Fischer. 

A program for the spring meeting 
was arranged for April 24, an all day 
session. It will be held at Scott Field 
Air Force Base near East St. Louis, in 
conjunction with the Dental Depart- 
ment of the Base. Wives and guests of 
our members will also have a program 
at the same time. 

The speaker will be Dr. J. Lewis 
Blass, Ph.D., D.D.S., from New York 
City. His subject will be practice man- 
agement. Dr. Blass will be: the essayist 
for both the morning and afternoon 
sessions. 

A detailed bulletin will be sent later 
to all members along with reservations 
and programs. Please plan to attend. 

February 13 another Executive Coun- 
cil meeting will be held at Scott Field. 

The St. Clair District was well rep- 
resented at the Chicago Midwinter 














Meeting, February 2-7. Bill and Mrs. 
Bloemer, Dr. and Mrs. Ziegler, Val 
and Mrs. Eversgerd, Jordan, Creath, 
Cahnovsky, McConnell, Shrewsbury, 
Arns, and Potts were among those seen 
hurrying through the Conrad Hilton 
lobby and exhibition halls. 

—R. R. Cahnovsky 


G. V. BLACK 


Jim Donelan, chairman of the IIli- 
nois State Dental Society’s Committee 
on Legislation, and representatives of 
Illinois and Chicago Dental societies 
are working in cooperation on new 
legislation to be presented to the state 
legislature which has just begun ses- 
sions here in Springfield. 

Dale Lambert is entering the Christ- 
mas tree business, taking orders for 
trees for 1963. 

Ed Ratliff was sporting a shiner fol- 
lowing minor eye surgery. Mrs. Rat- 
liff disclaimed responsibility. 

Dr. John Green attended meeting 
of the National Board of Dental Exam- 
iners in Chicago. 

Congratulations to George Thoma’s 
daughter who is a finalist in competi- 
tion for a national scholarship. 

We hope Jim Bunch, who has been 
sick, and Lloyd Lewis, who has had an 
accident, will be back to work in their 
offices soon. 

Michael Ritza has just returned back 
home after a month with his family in 
Florida. fr 

Best wishes to Joe and Mrs. Link 
who have a new baby girl, born Jan- 
uary 10, the night of the Society dinner. 

The January dinner was quite a 
success thanks to the Ladies Night 
Committee of Dale Lambert and Ri- 
chard King. 

There was a committee meeting to 
plan for the March 14 meeting, which 
will be an afternoon and eyening pro- 





gram honoring the 50 year members. 
Mr. Albert Richards, of the Univer- 
sity of Michigan School of Dentistry, 
will conduct a seminar for dentists and 
assistants on various aspects of x-ray 
techniques. The auxiliary will have a 
meeting, and dinner will be served. 

Among those seen at the Chicago 
Midwinter Meeting were Robert Cur- 
ren, Jim Donelan, Bob Norton, John 
Green, and George Thoma. 

Those dentists who have not made 
application for appointment to the 
Medical Staff of Springfield Memorial 
Hospital, for dental privileges, may 
do so now. Applications may be se- 
cured from Mr. Hendrix at the hospi- 
tal. The deadline is May 1, 1957. 

—J. L. Bradley 


SOUTHERN ILLINOIS 


The little buds are a-poppin’ out 
and a little green is beginnin’ to show 
here and thar—which to us’ns means a 
jonquil. After that, Spring. Transla- 
tion: the Isaac Waltoners and golf hust- 
lers can come out of their holes and 
start lookin’ for the large and small 
mouths, and little white balls. Can’t 
beat it down here! 

Even our annual meetin’ is “spring- 
in’ out”—on March 28. We all are a 
gonna have election of officers, big 
wheels of the State Society in attend- 
ance (less’n they gets Northe’n Flu), 
education, alibis, and jus’ plaine ole- 
fashion lies. John Corlew and his fine 
Mt. Vernon bunch promise a real hoe 
down. Everybody welcome; we’re on 
the main line, goin’ North or South. 

Mike Zibby from Centralia has got 
everyone out for civel deefence. Now’s 
we can take care of fish hook bites and 
over-swingitis. Nice thankless job he’s 
got, but he’s doin’ a real fine job with 
it and even persuadin’ a lot of us to 
enjoy it. 

Art Basso of Christopher is home 
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from duties for Uncle Sam. Nice young 
feller, and, I repeat, things look good 
with those nice young men about down 
here. 

Haven’t counted all the noses, but 
believe most our boys found their way 
back from Chi. Shore a lot of people 
up there! 

We have John Ralph Fry back in 
the harness, and Chuck Elder is re- 
ported in the new Tri-County Health 
setup. 

Give you the “real” low down next 
month on the annual meetin’ we all 
been invitationed to. 

Meanwhile I’m still a lookin’ for a 
little mo’e info’mation as to how you 
can spend these dang burn winters 
without a top coat.—W. E. Leach 

Ed’s note: You mean you need a top- 
coat in Southern IIlinois? 


EASTERN ILLINOIS 


About this time of the year assets, 
liabilities, income, and expenditures 
become pretty important. Also, among 
assets one can’t help but reflect for a 
minute on the caliber of office person- 
nel necessary to operate a successful 
practice. Verbal bouquets are due this 
corp of workers every day, but how of- 
ten do we fail to appreciate them pro- 
perly. 

The bright spot in these “facts and 
figures” is not that we may have made 
a lot of money in 1956, but that we 
have been faithful public servants. 

W. L. White of Shelbyville was a re- 
cent visitor in Mattoon. 

H. C. Lumpp has been confined to 
his home for a few days with the flu 
bug. 

EI group was well represented at the 
Midwinter Meeting. This meeting is 
always very worth while, and the “con- 
vention city” offers plenty of diversion 
from office routine for a winter vaca- 
tion. 
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Secretaries and dental assistants, plus 
most dentists, in our area all seem too 
busy with internal revenue figures this 
month to be interested in current news 
figures. We like to hear from you all 
frequently, so write to us, boys and 
girls; mail us some news! 

Don’t forget that the EI Study Group 
will have Dr. Skinner of Indianapolis, 
Indiana, as the guest speaker in March; 
subject: “Equilibration.” 

Till next month.—Bill Podesta 


DANVILLE 


There was no meeting of our group 
in February due to the Chicago Mid- 
winter Meeting. I saw many of the 
fellows there, Ned Ring, Mack Taylor, 
Phil Laurence, Bazil Geckler, Bruce 
Martin, Herb Heaton, Bud Bush, and 
Howard Foster, to name a few. 

We were all saddened by the death 
of George McCann. George received 
his fifty-year pin from the State Society 
only a few years ago. He was a great as- 
set to the dental society and his com- 
munity, and we will miss him. 

Fred and Thelma Robison have left 
for their Florida vacation, and if ye 
olde Farmer's Almanac is right, we 
wish we were with them.—William B. 
Brady 


FOX RIVER VALLEY 


The January meeting of the Fox 
River Valley Dental Society was one of 
the largest in attendance in recent 
months. It was held January 16 at the 
Baker Hotel, St. Charles and was pre- 
ceded by dinner. President Thomas 
Howland of DeKalb presided. 

Our Society is participating in the 
1956-57 Telephone Extension Program 
of the University of Illinois College of 
Dentistry, and the program that eve- 
ning was the first in a series of recorded 








telephone lectures illustrated with 
slides. John Spence of the College of 
Dentistry was the moderator. The men 
appearing in the recording that night 
were Dr. Floyd A. Peyton, University 
of Michigan School of Dentistry; Dr. 
Henry M. Tanner, U. S. Naval Dental 
School, National Naval Medical Cent- 
er, Bethesda, Maryland; Dr. Elbert O. 
Thompson, clinician and essayist; and 
Dr. R. A. McEwen, Atlanta, Georgia, 
formerly with Emory University School 
of Dentistry. 

The subject was “High Speed Tech- 
nics.” The program was most enjoyable 
and informative, and provided the ba- 
sis for an enthusiastic question and an- 
swer session following the film. The so- 
ciety is looking forward to the next of 
the series.—P. J. Kartheiser 


WINNEBAGO 


At our last regular meeting the den- 
tal society at the top of IllinofS had a 
very interesting talk on prescription 
writing by Dr. Donald Wallace, chem- 
ist at the University of Illinois, in 
which he urged us all to write more 
prescriptions and to call on our phar- 
macists for any assistance we may need. 
Allan Sponberg briefed the meeting on 
the Civil Defense program under which 
dentists would be assigned to hospitals 
and outlined a training course in first- 
aid for which we could sign-up. 

We notice a “for rent” sign in an 
office on W. State Street—so you can 
see that your society officers have been 
active in their efforts to protect the 
good name of ethical dentistry in the 
community. 

By now you have probably all re- 
ceived a letter about the anticipated 
trip to Parke-Davis in Detroit. Sounds 
like a real good deal so clear your ap- 
pointment books for May 8, 9 and 10 
and get your checks in to Dan Hogan. 
We're sure everyone will have recov- 


ered from the Chicago meeting by then. 

During January Dr. Glenn Conner 
died in his home following a heart 
attack. Dr. Conner had offices in the 
Trust Building and practiced in Rock- 
ford thirty-five years after graduating 
from the Chicago Dental College. 

If anyone is interested in buying a 
dental office, be sure to see Howard 
Redmann. Howie tells us he needs 
more space and is moving from the 
Trust Building into new offices on 
Charles Street across from the Plaza. 

Dr. McFarland, a member of our so- 
ciety who used to practice in Belvedere, 
writes to say he is now retired on his 
ranch near Santa Anna, California, and 
invites all to stop by when out West. 
His address is 2513 W. First Street, and 
he says retiring is for the birds. 

Many health bills are being sub- 
mitted to the 85th Congress, and al- 
ready introduced are the _ Jenkins- 
Keogh bills, H.R. 9 and 10. These 
measures are supported by the A.D.A. 
and would aid self-employed persons 
in establishing retirement plans. The 
Council on Legislation urges mem- 
bers of component societies to contact 
their Congressmen for support of the 
measures. 

In the meantime, don’t forget to pay 
your Social Security taxes. See you next 
month.—Lou Fourie 


LA SALLE 


Despite snow, cold, and ice our turn- 
out was very good for the Streator meet- 
ing on January 10 with President Phil 
Wendell in charge of the meeting. The 
Arrangements Committee consisted of 
Waite, Shaheen, Coveny, Dahman, Roe, 
and Mason. They had a fine program 
vital to our practice. 

Edward D. Mauter, executive secre- 
tary of the Illinois Dental Laboratory 
Association, spoke on “‘Dentist-Labora- 
tory Relationship.” This is a serious 
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problem and food for thought in the 
future of dentistry. We don’t quite 
have the situation as it is in Chicago, 
but it is a threat to us. 

The Ladies Auxiliary toured Lip- 
ton Tea Company and enjoyed the 
program and excursion very much. 
Mrs. Ciocca was in charge of the meet- 
ing. 

The spring meeting will be in April 
in Ottawa. The committee will consist 
of Condron, Daugherty, Lenz, and 
Miller. 

It was gratifying to see the turn- 
out of our members at the Chicago 
meeting. Seems all our society was 
present. 

Will be seeing you at the State 
Meeting in Peoria in May. 

—A. L. Zukowski 


DECATUR 


At our February meeting Dr. R. M. 
Phillips of Indiana University School 
of Dentistry presented an interesting 
essay, “An Evaluation of New Mate- 
rials and Techniques.” We all were vi- 
tally interested in this subject and en- 
joyed the speaker’s presentation. The 
April meeting will be our annual busi- 
ness meeting and election of officers. 

The Decatur area was well repre- 
sented at the Chicago Midwinter Meet- 
ing. Lloyd Dodd presented several lim- 
ited attendance clinics and an essay at 
the Chicago meeting. He then tapered 
off by boarding a train for Jackson, 
Mississippi, to be the featured speaker 
for a dental meeting there. 

The Decatur Dental Assistants re- 
ceived an award at their Illinois State 
Meeting for having the greatest in- 
crease in membership. Congratula- 
tions! 

Hal Gronlund made it back to the 
U. S. in time for a couple of days of 
the Chicago meeting. When Everett 
Goodwin gets his new double armed 
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unit and second Chayes handpiece, he 
is to be accused of trying to corner the 
dental market. Berryhill proudly boasts 
of his grandson’s new front tooth. Ted- 
row and wife went to Milwaukee after 
the Chicago meeting to visit their 
daughter and family. 

Walt Winter recently visited Ohio 
State University Dental School and al- 
so relatives in Washington, D.C. Wil- 
liams and Wolfe added to Florida’s 
tourist trade by a visit in February. Em- 
mett Jurgens was appointed chairman 
of an organizational meeting of the II- 
linois Component of the American 
Dental Society of Anesthesiologists. 
Fleege and family have moved into a 
fine, large house, more suitable for 
their brood; Wolfe recently had eight 
new additions to his kennel of beagles. 

Ed Douglas and Hal Freidinger ar- 
rived at a recent meeting sporting a 
beautiful black eye apiece. Freidinger 
tried to convince the crowd he earned 
his, but was believed when he admitted 
falling on the ice. Douglas, however, 
couldn’t convince the boys he got his 
through a fall—Emmett Jurgens 


PEORIA 


STATE CONVENTION—PEORIA — May 
13, 14, 15. Every one cordially invited. 
Well, the Chicago convention is over 
and soon, I hope, things will be normal 
again—weight, blood pressure, trem- 
ors, and wallet!! Hope too many people 
didn’t have toothaches and sore spots 
in and around Peoria while the area 
was vacated by 98% of the dentists. 
Did anyone attend an essay on den- 
tures, practice management, oral surg- 
ery, or child management at which the 
attendance didn’t bulge the rooms? 
Seems as though these topics attract 
and they should; they are dentistry! 
Also, do you know that dentists’ in- 
come in our midwest area is the second 
lowest in the U. S. — lowest around 








Philadelphia, highest on the West 
Coast. This fact was mentioned in a 
splendid three-hour limited attendance 
program presented by Dr. Hollander 
and Dr. Stinaff of Cleveland and Ak- 
ron, Ohio, respectively. Anyone desir- 
ing a top program; they are it. 

Dentistry had another commercial 
exhibit in Chicago outside of the Con- 
rad Hilton. Your editor was fortunate 
to take part in a very interesting Cavi- 
tron clinic and demonstration at Caulk 
Dental Supply in the Marshall Field 
Annex. A classmate of mine “volun- 
teered” his lower right third molar, 
and I “excavated” an occlusal prepara- 
tion with the Cavitron machine. Both 
patient and operator were very pleased. 
Since Miami, 1954, this machine has 
been improved considerably. Might 
keep an eye on this! 

Dentistry was also dramatically dis- 
played in another location in Chicago 
during the convention—Liberace was 
appearing at the Chez Paree. 

By the 20th of February, most Peoria 
area dentists should have recovered ful- 
ly from the convention in time to en- 
joy the Annual Dinner Dance. This is 
always a wonderful occasion. One sug- 
gestion for improvement, make it a 
semi-annual function. 





DENTAL BRIEFS 


A series of conferences between rep- 
resentatives of the A.D.A. and Na- 
tional Association of Dental Labora- 
tories will be held this spring to work 
out agreements regarding the certifi- 
cation and accreditation of dental lab- 
oratory technicians and dental labora- 


CURRENT NEWS 


Here’s an important reminder from 
the Peoria District Social Security Of- 
fice. If you do not have your social se- 
curity account number, the time to se- 
cure it is getting short. 

Any self-employed dentist netting 
$400 or more from self-employment in 
1956 is required to report this for so- 
cial security purposes at the time he 
files his 1956 income tax return. It is 
very important that the social security 
number appear on the return. 

If you have never had a social se- 
curity account number card, complete 
and mail an application for a number 
to the nearest social security office. Ap- 
plications for numbers may be ob- 
tained from the Peoria Social Security 
Office at 121 N.E. Jefferson Street. 
Those not living in Peoria can obtain 
an application blank at the local post 
office. 

If you already have an account num- 
ber, do not obtain another but use the 
one you have. If you had one but lost 
it, secure an application for a duplicate 
number from the social security office 
or post office. 

In closing, just a brief reminder: 
“Happy Income Tax Time.” 


—Bud Kreft 


tories. Agreement on the need for 
such conferences was reached by A.D.A. 
and N.A.D.L. officials in Chicago on 
February 3. 

Among those participating in this 
session were Drs. Harry Lyons (A.D.A. 
president), Harold Hillenbrand, Wal- 
ter Dundon, Shailer Peterson, Harold 
Oppice, and Robert Wells. . 
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Individuals whose 1957 A.D.A. dues 
have not been received by March 31 
will cease to be members in good stand- 
ing, may jeopardize their participation 
in the Association’s insurance program, 
and will cease to receive the A.D.A. 
Journal. 

ee e@ e@ 

On February 4, representatives of the 
A.D.A. and N.A.D.L. met with Federal 
Trade Commissioner Robert T. Se- 
crest, relative to modifying and amend- 
ing the “Trade Practice Rules for the 
Commercial Dental Laboratory Indus- 
try.” 

Dr. John R. Thompson, chairman of 
the orthodontics department, North- 
western University Dental School, was 
one of the A.D.A.’s witnesses. 

A decision by the F.T.C. is expected 
about the end of May. 

oe ee 

Illinois, as of February 25, has con- 
tributed $8,407 or 121.1% of its quota 
to the Golden Anniversary A.D.A. Re- 
lief Fund Drive. This surpasses all pre- 
vious records for Illinois and reflects 
the national trend where contributions 
have also reached an all-time high in 
the 50-year history of the drive—$121,- 
282 or 121.3% of the quota. 

e e@ @ 


On February 15, Gov. Frank Clem- 
ent of Tennessee signed a new state 
dental practice act which stresses the 
adjunctive relationship between the 
dental profession and dental labora- 
tory craft. 

The new law stipulates that dental 
laboratory technicians may construct 
dental appliances “only on the direc- 
tion, prescription or order” of a li- 
censed dentist. 

Persons violating injunctions barring 
them from practicing dentistry are 
faced with a mandatory prison sentence 
of not less than a year and a fine of 
not less than $1,000. 
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CLASSIFIED ADVERTISING 


RATES: $3.00 for 30 words or less, addi- 
tional words 5 cents each. Minimum 
charge is $3.00. Use of key number is 50 
cents additional. Copy must be received 
by the 20th of each month preceding 
publication. Advertisements must be 
paid for in advance. 


THE ILLINOIS DENTAL JOURNAL 


6355 Broadway Chicago 40 
AMbassador 2-3252 




















POSITION WANTED: By general practitioner. 
Good extractor, middle aged, reliable, ethical. 
Anywhere in Illinois or Missouri. Address: 
Dentist, 1610 N.W. 9th Avenue, Miami 36, 
Florida. 

FOR RENT: Downtown dental office in medical 
building, including two treatment rooms, lab- 
oratory, waiting room. Air-conditioned. 25,000 
trade area. Mrs. Claire Stevens, 51714 E. Main 
Street, Du Quoin, Illinois. 


FOR SALE: Complete dental office equipment 
—Ritter chair and engine; Perfection casting 
machine; cabinet with instruments, bench ster- 
ilizer, and many other items. Stillman Valley, 
Illinois. Telephone: 2451. 


FOR SALE: Beautifully appointed, three-chair 
office. Completely equipped, including private 
office, business office, and reception room. Lo- 
cated in Rockford area. IDJ #10 


ASSOCIATION WANTED: Or association with 
opportunity to purchase later, in northern Illi- 
nois town. Excellent operator, eight years ex- 
perience including one year teaching, one year 
orthodontics. Married and military obligation 
completed. IDJ #11 


FOR SALE: Completely equipped three-chair 
office on North Side of Chicago; two labs, two 
business offices, attractively furnished waiting 
room. High speed, water spray equipment; x- 
ray; modern laboratory equipment including 
vacuum investor, model trimmer, two-speed 
lathe, new casting machine. Air conditioners. 
Practice twenty-nine years at this location; 
unusually fine clientele. Practice includes asso- 
ciate dentist and experienced assistant. Devot- 
ing full time to teaching. IDJ #12 


FOR SALE: Complete, modern, air-conditioned, 
matched jade green Ritter equipped dental 
office with laboratory and reception room. 
American mobile cabinet. Will sacrifice. Phone 
Aurora 6-7808. Aurora, Illinois. 


FOR SALE OR RENT: Completely equipped 
dental office with two chairs and laboratory, 
including individual office building and park- 
ing facilities. Death of prominent local dentist 
leaves vacancy in Kankakee, Illinois. Flexible 
terms for either purchase or rent. Write or call 
Ada R. Kratz, 1340 Maple, Kankakee, Illinois, 
or Ray M. Foreman, 708 Baum Building, Dan- 
ville, Illinois. 
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First Class Mail (Continued from page 147) 


ner and maintain his professional 
relationship, he must have economic 
protection. I can help accomplish this 
by seeing that the rules and regula- 
tions set down by our Committee on 
Accreditation are strict and complete 
enough that no commercial dental lab- 
oratory will be able to gain and dis- 
play our certificate of accreditation un: 
less it is completely ethical and worthy 
to attain accreditation. Then I will re- 


solve to deal only with those profes- 


sional laboratories. 


It is a responsibility of our Profes- 
sion to see that this is done; not to 
discriminate against any man or men, 
but to protect the American public. 

These are the things I feel I can do. 
I hope you feel you want to and if 
you do, begin now! 


Sincerely, 


James L. Bunch, D.D.S. 
Jacksonville, Illinois 





Remember May means Peoria, 


your Annual Meeting, and 
the Seminar on Full Mouth Rehabilitation 





Space Maintainers — Hawley Retainers 
Jackscrews & Removables 


ORTHODONTIC 
APPLIANCES 
CONSTRUCTED 
TO YOUR 
PRESCRIPTION 


LABIAL ARCH 









CHICAGO 
ORTHODONTIC 


3946 N. DAMEN AVENUE 
CHICAGO 18, ILL. 


Telephone BUckingham 1|-8082 
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OFFICERS AND STANDING COMMITTEES 
1957 


nent Si COUNCIL: President, Clifford F. Isenberger, Box 47, Lanark; President-Elect, Robert J. Pollock, 
Lake St., Oak Park; Vice- President, John T. Hatcher, 1127 S. 2nd St. Springfield; Secretary, Paul 
Gla 632 Jefferson Bldg., Peoria; Treasurer, Herman R. Wenger, 5601 Irving Park Rd., 


Chicago 34 

GROUP NO. 1: Northwestern District, Curt J. Gronner, 1184 E. Main St., Morrison (1957); Northeastern 
District, Harry F. Cjocca, Medical Arts Bldg., LaSalle (1958); Central District, Eugene E. Hoag, 511 
Central. National Bank Bldg., Peoria (1959) 

GROUP NO. 2: Central Western District, Raymond W. McLellan, Carthage (1957); Central Eastern District, 
Charles L. Tankersley, 525 S. Washington St., Taylorville (1959); Southern District, Glenn W. Ozburn, 
108 N. 1th St., Murphysboro (1958) 

GROUP NO. 3: Chicago District, Michael DeRose, 3643 Chicago Ave., Chicago 51 (1957); Carl J. Madda, 
25 E. Washington St., Chicago 2 add" James K. Betty, 1011 Lake ‘St., Oak Park (1958); James E. Fonda, 
= S mong St., Winnetka (1958); Harry H. Kazen, 7833 Cottage Grove Ave., Chicago 19 (1959); William P. 

6355 N. Broadway, Chicago 40 (1959) 

AD INTERIM: President, Clifford F. Isenberger, Box 47, Lanark; President-Elect, Robert J. Pollock, 1011 
Lake St., Oak Park; Secretary, Paul W. Clopper, 632 Jefferson Bldg., Peoria; Treasurer, Herman R. 
Wenger, 5601 Irving Park Rd., Chicago 34; Councilman, Curt J. Gronner, 118% E. Main St., Morrison; 
ee pga Carl J. Madda, 25 E. Washington St., Chicago 2 

PROGRAM: Chairman, George B. Vogelei, 804 W. Stephenson St., Freeport; Vice-Chairman, Carl J. Madda, 
25 E. Washington St., Chicago 2 

CLINIC: Chairman, L. William eurtis, 303 Medical Arts Bldg., Peoria; Vice-Chairman, Willard R. Johnson, 
7454 Cousge Grove Ave., Chicago 19 

LOCAL — EMENTS: Chairman, Kenneth C. Edmonson, 419 Jefferson Bldg., Peoria; Vice-Chairman, 
Clifford Becherer, 223 E. Washington St., E. Peoria 

— ITS: eoon, Maynard O. —- 2508 N. Sheridan Rd., Peoria; Scientific Exhibits Chairman, Guy 

Sandy, 431 Jefferson Bldg., Peoria : 

PUBLICATION: FP sce ong Paul W Caen, 632 Jefferson Bldg., Peoria; Editor, William P. Schoen, 6355 N. 

dway, C) ‘0 40: chrcalaiion Manager, Donald C. Lemon, 80 S. LaGrange Rd., LaGrange ; 

COUNCIL ON DENTA HEALTH: Chairman, Clifton B. Clarno, 306 Medical Arts Bldg., Peoria (1958); Vice- 
Chairman, Lloyd C. Blackman, 370 Summit St., Elgin (1957); Secretary, Robert A. Norton, 716 W. Vine 
St., Springfield (1957); A. D. Geffert, 520 Robeson Bidg., Champaign (1957); G. W. Lambert, 106 E. 
Oa , West Frankfort (1958); W. H. Sowle, 314 Nu-State Bldg., Rockford (1958); G. E. Alzeno, 120 W. 
Front St., Stockton (1959); J. J. Voss, 105 E. 2nd St., Dixon (1959); H. P. Kelder, Jr., 6807 Raven St., 
Chicago 31 (1957) 

FEDERAL DENTAL SERVICES: Chairman, Frank A. Farrell, 757 W. 79th St., Chicago 20 (1958); W. J. Nock, 
2753 Devon Ave., Chicago 45 (19. 57); R. F. Tuck, 4010 W: Madison St., Chicago 24 (1957); R. C. Van- 
Dam, 42 E. 112th St., Chicago 28 (1957); T. E. McMeekan, Montgomery Ward Bldg., Mattoon (1958); 
G. H. Welk, 1400 N. Central Ave., Chicago 51 (1958); N. T. Maxson, 738 Harrison St., Oak Park (1959); 
I. N. Lebow, 214 E. Washington St., Bloomington (1959); R. E. Dudenbostel, 222% S. Illinois Ave., 
Carbondale (1959) 

— HEALTH LEGISLATION INFORMATION: Milton Cruse, Chairman, 11110 Bell Ave., Chicago 43 (1958); 

. Conaty, 312 Ist Natl. Bank Bldg., East St. Louis (1957); J. F. Porto, 25 E. Washington St., Chicago 
2" (1957); W. S. Peters, 802 Jefferson Bldg., Peoria (1958); L. W. M. Hughes, 55 E. Washington &., 
Chicago 2 (1959) A. G. Nyboer, 209 Seventh St., Rockford (1959) - 

HOSPITAL DENTAL SERVICES: Lloyd C. Blackman, Chairman, 370 Summit St., Elgin (1959); J. F. Herman, 

hi ag oy Bldg., Peoria (1959); T. E. Prosser, 542 N. 18th St., E. St. Louis (1958); R. C. Rudder, 
9th St., Chicago 20 (1958); J. Millhon, 411 E. Capital St., Springfield (1957) 

INFRACTION OF LAWS: Frank J. Fehrenbacher, Chairman, Chalstrom Bldg., Joliet (1957); H. L. Hender- 
son, 115 S. Walnut St., Georgetown (1958); L. F. Pavlicek, 6141 W. Cermak Rd., Cicero 50 (1959); F. S. 
Tittle, 1011 Lake St., Oak Park (1959); L. Cahill, 108 S. Pulaski Rd., Chicago (1959) ae d 

INSURANCE: Mer a Steward, Chairman, 917 Ist National Bank Bldg., Peoria (1958); J. B. Zielinski, 3147 
a Bivd., C 0 47 (1957); W. J. Gonwa, Chrisman (1959) 

INTERP OFESSIONAL 'R LATIONS: Arno L. Brett, a? 6001 Roosevelt Rd., Cicero (1959); E. P. Boul- 

wa 27 S. Pulaski Rd., Chicago 24 (1957); W. Hax, 8 S. COE Ave., Chicago 3 (1958); E. A. 
mmer, 30 N. Michigan Ave., Chicago Loss): E. R. Lindholm, 2307 E. 79th St., Chicago 49 (1959) 

JUDICIAL (Incor rating Board of Censors and Infraction of Code of Ethics Committees): Paul Kanchier, 

= airman, 9300 Cottage Grove Ave., Chicago 19 (1958); A. L. Roberts, 4 Main St., Aurora (1957); 
. L. Jordan, Olney (1959); J. Lynch, Ist National Bank Bldg., Evanston (1957); A. F. Stark, 4010 
Madison St., Chicago 24 (1958) z 

MEMBERSHIP: Clarence W. Harrison, Chairman, 118 S. Seminary, Collinsville (1958); Lawrence E. Lucas, 
Vice-Chairman, 10900 S. Michigan Ave., Chicago 28 (1957); Northwestern: G. Lamphere, 1009 Talcott 
Bidg., Rockford (1958); Northeastern: R. W. Muchow, 102 N. Spring St., Elgin (1958); Central: P. L. 
Chain, 812 Ist National Bank Bldg., Peoria (1957); Central Western: B. J. ‘Morrow, 201 Dunsworth Bldg., 
Macomb (1957); ag Eastern: igs Baumann, 1022 E. Court St., Paris (1959); "Southern: C. J. Hemp- 
hill, 200 W. 3rd St., Alton (1959); “Chicago: L. E. Lucas, 10900 S. Michigan Ave., Chicago 28 (1957) 

NECROLOGY:, Lester E. Kalk, Chair een, 5500 S. Halsted St., Chicago 21 (1957); J. L. Bunch, 605 Farmers 

, Jacksonville (1958); . Tym, Charleston Natl. Bank Bldg., Charleston (1959) 

PROSTHETIC Seat SERVICE: Lloyd. nH “Dodd, Chairman, 860 Citizens Bldg., Decatur (1958); Joseph T. 
Brophy, Vice-Chairman, 111 S. Halsted Ave., Forest Park (1957); P. J. Kartheiser, 502 _Graham Bidg., 
Aurora (1957); W. L. Fisher, 1525 E. 53rd St., Chicago 15 (1958); B. H. Jostes, 1715 W. 95th St., 
Chicago 43 (1959) 

PUBLIC LICY: James C. Donelan, Chairman, 322 United Mine Workers Bldg., Springfield (1958); John E. 

Wallace, Vice-Chairman, 111 E. Main St., Morris (1959); J. H. Keith, 636 Church St., Evanston (1957); 
E. M. Ebert, 10058 Ewing Ave., age: od 17 (1958); G. W. Solfronk, 3125 W. 63rd St., Chicago 29 (1959) 

PUBLIC WELFARE: George E. Thoma, C hairman, 610 Illinois Bldg., Springfield (1959); J. Malcolm Elson, 
Vice-Chairman, 823 Jefferson Bldg., Peoria (1959); Hugh D. Burke, Secretary, 215 E. 2nd St., Dixon 
(1958); Chicago: W. J. Serritella, 55 E. Washington St., Chicago 2 agg 2 S. M. Rakow, 4010 W. Madison 
St., Chicago 24 (1959); Northwestern: H. D. Burke, 315 E. 2nd St., Dixon (1958); B. G. Sherrard, 300 
Rock Island Bank Bldg., Rock Island (1959); Northeastern: D. 7 Vespa, Main St., Marseilles (1958); 
J. C. Hannon, 804 Volkman Bldg., Kankakee (1959); Central: W. M. Baltz, 608 Livingston Bldg., Bloom- 
ington (1958); J. M. Elson, 823 efferson Bldg., Peoria (1959)} Central Western: Richard H. Smith, 119 S. 
Lafayette St., Macomb (1957); G. E. Thoma, 610 Illinois Bldg., Springfield (1959); Central Eastern: 
W. S. Monroe, 952 Citizens Bldg., Decatur (1958); R. H. Griffiths, 70042 Jackson St., Charleston (1957); 
aoe tinea J. Corlew, Rogers Bldg., Mt. Vernon (1957); C. G. Neill, 307 S. University St., Carbon- 
ale ) 

— Joseph F. Voita, Chairman, 1 Chicago Ave., Oak Park (1959); P. W. Clopper, 632 Jefferson Build- 

ry fad Peoria (1957); J. H. Vessell, 302 Roland Bldg., Bloomington (1958) 
RESEA Frank Foe tear Chairman, 335 Oak St., Elmhurst (1959); F. J. Orland, 950 E. 59th St., Chicago 
37 ut 957); J. mpson, 55 E. Washington St., Chicago 2 (1957); R. G. Kesel, 808 S$. Wood St., 
Chicago 12 +958); rg B. Litwiller, 1101 Main St., Peoria (1958) 

STUDY CLUB: L. C. Rasmussen, Chairman, 114 Edgeilawn Dr., Aurora (1958); Northwestern: R. E. Leininger, 
400 State Bank Bldg., Freeport (1957); Northeastern: L. Cc. Rasmussen, 114 Edgelawn Dr., Aurora (1958); 
Central: R. A. Chrisman, 710 N. East St., Bloomington (1957); Central Western: J. Vv. Link, 414 S. 
Fad Boy Ferre (1957); Central Eastern: B. H. Tedrow, Taylorville oe: Southern: E. J. Gillespie, 

o (19 58); Ch cage: a G. ee, LR N. Michigan Ave., ‘Chicago 2 (1959 

TRUSTEE. AMERICAN D L ASSOC : Robert J. Wells, 1525 E. 53rd od Chicago 15 (1959). 

ILLINOIS STATE DENTAL EXAMINING ‘COMMIT EE: Chairman, Robert I. Humphrey, 185 N. Wabash Ave., 
Chicago 1: Vice-Chairman, Carl Greenwald, 2376 E. 71st ’St., Chicago 49; Secretary, William A. McKee, 
= bo Bldg. Benton; Roy R. Baldridge, 219% E. Broadway, Centralia; Hugh D. Burke, 215 E. 
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We don’t grind 
your FIT away ! 











TICONIUM cases FIT— they are cast to FIT! From sur- 
veying right down to final check with the master model, 
control is the word in the TICONIUM technique. Poor 
control with ordinary techniques causes grinding of clasps 
to make them fit. That adds hours to your chairtime. 


TICONIUM cases mean ONE FITTING at the lab — one 
fitting at the chair! Insist on Ticonium on your next partial. 


TICONIUM 
413 No. Pearl St., Albany 1, N.Y 


CAMPBELL DENTAL LABORATORY, 308 Illinois Building, Champaign, Illinois 
DENTAL ARTS LABORATORY, Jefferson Building, Peoria, Illinois 
McINNES DENTAL LABORATORY, 908 Talcott Building, Rockford, Illinois 
MILTON DENTAL LABORATORY, 320 E. Adams St., Springfield, Illinois 


(Does not include Ticoniwm Labs in Chicago) 
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PERMANENT 


strength 
AND BBAUTY IN 
PORCELAIN 


PERMADENT-CERTIFIED porcelain bridgework has been 
PROVEN in thousands of cases through the years to sustain the 
promise of PERMANENCE and ESTHETICS with complete RELIABILITY. 


THIS IS WHY we—and leading laboratories 
from coast to coast — bring it to the profession. 


THE PERMADENT RESTORATION — anything from a single 
crown to a full mouth rehabilitation — consists of a special 
high-fusing porcelain on ALL surfaces (including the ridge) 
scientifically matched, BONDED and baked directly to a special 
palladium-platinum alloy by means of a unique process. 

(Patents Applied For.) 

FOR SUCCESSFUL DENTISTRY, combine the BEAUTY of 
translucent porcelain with the fit and STRENGTH of 

precious metal the PROVEN way, by prescribing PERMADENT. 


CONTACT US FOR DISPLAY CASES, work 
arrangements or further information. 










seca Oe COOP 
: 


FREIN DENTAL LABORATORY 
3531 Lindell Boulevard, St. Louis, Mo. 
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THEY OFFER POTENT 





J BROAD-SPECTRUM ACTIVITY. 
IN CONVENIENT FORM 
You may prescribe ACHROMYCIN 
Capsules with confidence in the 
treatment of dental infections 

n 

1e 

r. 

aS 

n. 

le 

al 

al 

Ss. 

r.) 

of Easily swallowed, rapidly absorbed 

of e True broad-spectrum antibiotic 

T. action 

rk e Continuous, effective blood levels 

n. on only four capsules a day 


Minimal side effects 


Available as 250 mg., 100 mg., and 
oO. 50 mg. capsules 


e Economical therapy 


FREE: write for prescription pads for 
ACHROMYCIN., 


On your prescription, patients may obtain ACHRO- 
MYCIN Capsules from any pharmacy. ACHROMY- 
CIN for your use may be obtained from your usual 
source of supply. 





ACHROMYCIN—AN AID TO, NOT A SUBSTITUTE FOR, GOOD DENTISTRY 


a> LEDERLE LABORATORIES DIVISION, AMERICAN CYANAMID COMPANY, PEARL RIVER, NEW YORK 
*Reg. U.S. Pat. Off, 
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Call your dealer 
for GB 69 


The standards of Esthetics, Physi- 
cal Properties and Working Quali- 
ties which dentists and laboratory 
men continue to find so satisfying 
in GB 69, make this fine alloy a wise 
selection for partials, pontics and 
bridge abutments. Here is a popu- 
lar gold with a popular price. Only 
$2.09 dwt. list, at your dealer’s. 


AA Rai AA Neo 











STERN-Goldsmtth Corp. 


320 Washington St., Mount Vernon, N.Y. 


1. STERN PRODUCTS CORP. GOLDSMITH BROS. DENTAL CO. 
220 West 42nd St., New York 111 North Wabash Ave., Chicago 





Less Malpractice Publicity 
for public consumption .. . 
Less Malpractice Suits 


> - = 
CQRALCFECA wet 
Les aur daclar 


HI 


AE DICAL PROTECTIVE, COMPARY. 


WAYNE INDIANA 


CHICAGO Office: 


T. J. Hoehn, E. M. Breier, 
W. R. Clouston and D. D. Martin, 
presentatives, 


Re 
1142-44 Marshall Field Annex Building, 
2-0990 


Telephone State 2 


SPRINGFIELD Office: 


F. A. Seeman, Representative, 
Teluphone Springfield 4-2251 





HARPER'S 


Quick and Medium Dental 
Alloys have been outstanding 
for more than sixty years, 
because of sterling qualities, 
which are excelled by no 
other alloys. 

All alloys fail unless the 
proper technic is used. 

A copy of Dr. Harper’s 
“Perfected Amalgam Technic” is enclosed 
with each order. 


1 ounce bottle .. 

Universal Trimmer & 2 Blades . 
Indispensable for trimming amal- 
gam fillings and carvings inlays. 

Extra Blades . 

Matrix Holder #1 
roa eae 


Address your dealer or: 


DR. WM. E. HARPER 
6541 S. Yale Avenue 
Chicago 21, Illinois 

Tel. WEntworth 6-3843 
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Leading Anesthesiologists Say- Aspirate! 

Now you can— 
@ without abandoning the cartridge system; 
@ without special, more expensive cartridges 


SPIRATION is held mandatory by leading anesthesiologists, 

particularly in using highly potent, fast-acting local an- 
esthetic solutions. A — Syringe Barrel 
The new Carpule “ASPIRATOR” enables you to aspirate before B — Cartridge 
every injection, positively, safely, easily, with the standard  & — Rubber Plunger 
Carpule cartridges. Hence you can — E — Harpoon 
@ Eliminate danger of intravascular injection, thus increas- F — Harpoon Shaft 

ing patient comfort and tolerance, and making local 

anesthesia, the safest known, still safer by minimizing 

systemic reactions. 
@ Obtain Grade A anesthesia more consistently, as the 

solution will not be dissipated by the blood stream. 


The Carpule “ASPIRATOR” has all the time-proven features of the Carpule Positive 
Lock Syringe plus the aspirating feature. It requires no change in technique; no 
special cartridges; is simple to use; easily cared for; and readily disassembled 
for cleaning and sterilization. 


NEW FEATURES ARE — 
@ Thumb Ring — permits aspiration with one hand. 
@ Spool Finger Grip — assures positive grip on syringe in aspirating, and 
is so formed that syringe will not roll off bracket table. 
@ Hollow Piston Rod containing Harpoon which, when embedded in rubber 
plunger, retracts it to aspirate. 


Order a Carpule “ASPIRATOR” from Your Dealer Today. 


COOKWAITE 
ote fare <<. 1450 BROADWAY, NEW YORK 18, N. Y. 
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Advertising prevalent a century ago pulled out all stops, 
promising everything—and, indeed—this policy is hardly 
extinct today. 








Although we don’t claim that THE MICRO-DENTURE PRO- 
CEDURE is a cure-all, we do state that it is an advanced, 
well-organized and time-tested procedure for precision full 
dentures, one that will result in greater comfort for your 
patients. 








If you are not acquainted with this procedure, you will want 
to call or write our laboratory. 





EHRHARDT & CO. 


Dental Laboratory 


32 W. Randolph Street Chicago 1, Illinois 





Whichever you prefer, Doctor... 


You can now enjoy the greater strength, beautiful shades and natural vitality 
of TRUBYTE BIOFORM VACUUM FIRED PORCELAIN in the occlusal form of 
your choice. 


These three popular posterior forms are available in a wide range of moulds 
and shades to meet every requirement in your denture practice: 


ANATOMICAL 
PILKINGTON-TURNER 30° POSTERIORS — Ideal for complete and partial 


denture work. Designed to meet the anatomical requirements of the 
mandibular movements of the greatest majority of patients. 


SEMI-ANATOMICAL 

TRUBYTE VACUUM FIRED 20° POSTERIORS — For complete denture work 
with all techniques. Their shallow cusps minimize lateral displace- 
ment and their modified occlusal surfaces with inter-acting ridges and 
inter-communicating clearance spaces assure greater efficiency in 
mastication. 


MECHANICAL (UNIPLANE) 


TRUBYTE RATIONAL POSTERIORS — Cuspless and easy to set up with 
sharp, inter-acting v-shaped ridges which are efficient in the tearing, 
crushing and grinding of food. 


THE DENTISTS’ SUPPLY COMPANY OF N.Y. 


York, Pennsylvania 








